2011 Case and Demographic Data 


Private Industry 
e There were 14,420 nonfatal occupational injuries and illnesses involving days away from work in Missouri private 
industry in 2011. The incidence rate was 79.4. 


e Goods-producing sectors had 3,650 (25.3%) of the injuries and illnesses with days away from work in private 
industry in 2011. The incidence rate for the total goods-producing sectors was 104.3. 


e The manufacturing major industry sector had 2,350 nonfatal occupational injuries and illnesses involving days away 
from work in 2011. The incidence rate was 95.7. 


e Service-providing sectors had 10,760 (74.6%) of the injuries and illnesses with days away from work in private 
industry in 2011. The incidence rate for the total service-providing sectors was 73.4. 


e The trade, transportation, and utilities major industry sector had 5,410 nonfatal occupational injuries and illnesses 
involving days away from work in 2011. The incidence rate was 123.2. 


e Male workers accounted for 64.2% of the nonfatal occupational injuries and illnesses involving days away from 
work. Female workers accounted for 35.4% of the injuries and illnesses. 


e Workers aged 45 to 54 accounted for 25.8% of the injuries and illnesses. Workers aged 35 to 44 accounted for 
23.8%. 


e Workers with more than 5 years of service with the employer accounted for 38.8% of the injuries and illnesses. 
Workers with 1 to 5 years of service accounted for 35.0%. 


e White only was the race or ethnic origin accounting for 56.8% of the injuries and illnesses. The race or ethnic origin 
was not reported in 35.1% of the cases. 


e The major occupational group with the most nonfatal occupational injuries and illnesses involving days away from 
work was transportation and material moving occupations with 3,010 (20.9% of the private industry total). 


e The worker occupation with the most injuries and illnesses was heavy and tractor-trailer truck drivers with 1,100 
(7.6% of the total). 


e Sprains, strains, tears was the nature of injury, illness accounting for 36.1% of the nonfatal occupational injuries and 
illnesses involving days away from work. 


e Upper extremities was the part of body accounting for the most injuries and illnesses (32.7%). 


e Floors, walkways, ground surfaces was the source of injury, illness accounting for 20.9% of the injuries and illnesses 
involving days away from work. 


e Overexertion and bodily reaction was the event or exposure accounting for the most injuries and illnesses (34.0%). 


e There were nine median days away from work in private industry in 2011. Male workers had ten median days away 
from work; female workers had six median days. 


e Private industry goods-producing sectors had ten median days away from work. Service-providing sectors had eight 
median days away from work. 


e The time of event category, 8:01 A.M. to 12:00 noon, accounted for 27.6% of the nonfatal occupational injuries and 
illnesses involving days away from work in private industry in 2011. 


e The hours on the job before event occurred category, 2- 4 hours, had 20.8% of the injuries and illnesses. 
e Monday and Wednesday were the days of the week accounting for 17.6% of the injuries and illnesses each. 


Local Government 
e There were 2,180 nonfatal occupational injuries and illnesses involving days away from work in Missouri local 
government in 2011. The incidence rate was 100.3. 


e There were 270 (12.4%) nonfatal occupational injuries and illnesses involving days away from work in the goods- 
producing sectors. The incidence rate was 478.1. 


Construction had 270 nonfatal occupational injuries and illnesses with days away from work. The incidence rate was 
478.5. 


Service-providing sectors had 1,910 (87.6%) of the injuries and illnesses in local government. The incidence rate 
was 90.4. 


Education and health services had 820 nonfatal occupational injuries and illnesses involving days away from work in 
2011. The incidence rate was 60.2. 


Male workers accounted for 64.7% of the nonfatal occupational injuries and illnesses involving days away from 
work. Female workers accounted for 35.3% of the injuries and illnesses. 


Workers aged 45 to 54 accounted for 33.9% of the injuries and illnesses. Workers aged 25 to 34 accounted for 
21.1%. 


Workers with more than 5 years of service with the employer accounted for 61.5% of the injuries and illnesses. 
Workers with 1 to 5 years of service accounted for 30.3%. 


White only was the race or ethnic origin accounting for 65.1% of the injuries and illnesses. The race or ethnic origin 
was not reported in 25.7% of the cases. 


The major occupational group with the most nonfatal occupational injuries and illnesses involving days away from 
work was protective service occupations with 500 (22.9% of the local government total). 


The worker occupation with the most injuries and illnesses was police and sheriff’s patrol officers with 250 (11.5% 
of the total). 


Sprains, strains, tears was the nature of injury, illness accounting for 37.2% of the nonfatal occupational injuries and 
illnesses involving days away from work. 


Trunk was the part of body accounting for the most injuries and illnesses (33.5%). 


Floors, walkways, ground surfaces was the source of injury, illness accounting for 26.6% of the injuries and illnesses 
involving days away from work. 


Falls, slips, trips was the event or exposure accounting for the most injuries and illnesses (29.4%). 


There were eight median days away from work in local government in 2011. Male workers had nine median days 
away from work; female workers had seven median days. 


Local government goods-producing sectors had nine median days away from work. Local government service- 
providing sectors had seven median days away from work. 


The time of event category, 8:01 A.M. to 12:00 noon, accounted for 40.4% of the nonfatal occupational injuries and 
illnesses involving days away from work in local government in 2011. 


The hours on the job before event occurred category, 2-4 hours, had 25.7% of the injuries and illnesses. 
Wednesday and Friday were the days of the week accounting for 20.6% of the injuries and illnesses each. 


2011 Introduction 


Background 


The Survey of Occupational Injuries and Illnesses is a Federal/State program in which employer report forms are collected 
from private and public industry employers. State agencies collect and process the survey data and prepare estimates 
using standardized procedures established by the Bureau of Labor Statistics (BLS), U.S. Department of Labor to insure 
uniformity and consistency between states. The Survey of Occupational Injuries and Illnesses measures nonfatal injuries 
and illnesses only. The survey excludes the self-employed, farms with fewer than 11 employees, private households, and 
Federal government agencies. The Missouri Department of Labor and Industrial Relations, Research and Analysis Section, 
in cooperation with the BLS, processes survey reports from approximately 5,500 private industry establishments annually. 


National public sector estimates covering nearly 19 million State and local government workers were available for the first 
time from the Survey of Occupational Injuries and Illnesses for the reference year 2008. Data were collected from State 
and local government establishments in all States in order to produce national public sector estimates. 


The Occupational Safety and Health Act of 1970 implemented regulations requiring most private industry employers to 
maintain records and prepare reports on work-related injuries and illnesses. The BLS was given the responsibility to 
develop a comprehensive statistical system for work-related injuries, illnesses, and deaths in private industry. In 1972, the 
BLS, in cooperation with many state governments, designed an annual survey to estimate the number and frequency of 
work-related injuries and illnesses by detailed industry for the Nation and for States participating in the survey. The 
survey information is valuable to the safety community to assist with allocating prevention resources. 


In 1992, the survey information on nonfatal incidents involving days away from work was expanded to describe the 
occupation and other demographic information of workers who incur the work-related injuries and illnesses, the nature of 
the conditions and how they occurred, and the time away from work. The survey reports incidence rates of injury and 
illness cases that allow for comparison among industries and establishments of varying sizes. Measures of injuries and 
illnesses are expressed as a constant to allow for a common statistical base across industries regardless of employment 
size of establishment. The rates are useful to evaluate the safety performance of a particular industry over time or to 
compare an industry's safety record between states. 


Industry Classification 


The Survey of Occupational Injuries and Illnesses uses the North American Industry Classification System (NAICS) to 
classify businesses by industry type. The NAICS recognizes hundreds of new businesses in the United States economy, 
especially in the service-providing sector. NAICS classifies establishments into a detailed industry based on the production 
processes and provided services. 


The goods-producing sectors consist of the following industry sectors: agriculture, forestry, fishing, and hunting (NAICS 
sector 11); mining (NAICS sector 21); construction (NAICS sector 23); and manufacturing (NAICS sector 31-33). The 
service-providing sectors include the following industry sectors: wholesale trade (NAICS sector 42); retail trade (NAICS 
sector 44-45): transportation and warehousing (NAICS sector 48-49); utilities (NAICS sector 22); information (NAICS 
sector 51); finance and insurance (NAICS sector 52); real estate and rental and leasing (NAICS sector 53); professional, 
scientific, and technical services (NAICS sector 54); management of companies and enterprises (NAICS sector 55); 
administrative and support and waste management and remediation services (NAICS sector 56); educational services 
(NAICS sector 61); health care and social assistance (NAICS sector 62); arts, entertainment, and recreation (NAICS sector 
71); accommodation and food services (NAICS sector 72); other services (except public administration) (NAICS sector 81); 
and public administration (NAICS sector 92). 


The BLS grouped related sectors into major industry sectors to help standardize the industry aggregations above the 
NAICS level. There are three goods-producing major industry sectors. Natural resources and mining is the aggregate of 
sector 11 (agriculture, forestry, fishing, and hunting) and sector 21 (mining). Construction is the aggregate of sector 23 
(construction). Manufacturing is the aggregate for sector 31-33 (manufacturing). There are eight service-providing major 
industry sectors. Trade, transportation, and utilities is the aggregate for sector 42 (wholesale trade), sector 44-45 (retail 
trade), sector 48-49 (transportation and warehousing), and sector 22 (utilities). Information is the aggregate for sector 51 
(information). Financial activities is the aggregate for sector 52 (finance and insurance) and sector 53 (real estate and 
rental and leasing). Professional and business services is the aggregate of sector 54 (professional, scientific, and technical 


services), sector 55 (management of companies and enterprises), and sector 56 (administrative and support and waste 
management and remediation services). Education and health services is the aggregate of sector 61 (educational 
services) and sector 62 (health care and social assistance). Leisure and hospitality is the aggregate for sector 71 (arts, 
entertainment, and recreation) and sector 72 (accommodation and food services). Other services is the aggregate for 
sector 81 (other services, except public administration). Public administration is the aggregate for sector 92 (public 
administration). The BLS has generated estimates of injuries and illnesses for many of the 2-, 3-, 4-, 5-, and 6-digit 
private sector industries as defined in the North American Industry Classification Manual, as well as for major industry 
sectors, total of all goods-producing sectors, and total of all service-providing sectors. 


The Mine Safety and Health Administration of the U.S. Department of Labor provides occupational injury and illness data 
for coal, metal, and nonmetal mining. This agency did not adopt the revised OSHA recordkeeping requirements effective 
January 1, 2002, so estimates for these industries are not comparable with estimates for other industries. The Federal 
Railroad Administration of the U.S. Department of Transportation provides data for rail transportation. 


Survey Records 


The incidence rates and numbers of injury and illness cases are based on logs and records kept by employers throughout 
the calendar year. Information from the logs is used by the survey to develop estimates of the numbers and incidence 
rates of nonfatal occupational injuries and illnesses. The BLS survey collects the number of hours worked to be used to 
determine industry and case characteristics incidence rates. The survey records reflect the year’s occupational injuries and 
illnesses as well as the employer’s comprehension of which cases are work related using the record-keeping guidelines of 
the U.S. Department of Labor. Changes in the level of economic activity, working conditions and work practices, worker 
experience and training, and the number of hours worked can have an effect on the number of injuries and illnesses 
reported in a given year. 


The BLS Survey of Occupational Injuries and Illnesses provides information on characteristics, such as occupation, age, 
sex, race, and length of service, of occupational injuries and illnesses involving days away from work. The survey also 

includes data concerning the circumstances of the injury or illness, including nature of the injury or illness, part of body 
affected, event or exposure, and primary and secondary sources of the injury or illness. 


Nonfatal occupational injuries and illnesses 


Nonfatal occupational injuries are defined as involving one or more of the following: loss of consciousness, restriction of 
work or motion, transfer to another job, or medical treatment (other than first aid). An occupational injury is an injury, 
such as a cut, fracture, sprain, strain, amputation, etc., that results from a work event or from a single instantaneous 
exposure in the work environment. 


An occupational illness is defined as any abnormal condition or disorder, other than one resulting from an occupational 
injury, caused by exposure to factors associated with employment. Occupational illnesses include acute and chronic 
illnesses or diseases that may be caused by inhalation, absorption, ingestion, or direct contact. 


Cases with days away from work, job transfer, or restriction 


Cases with days away from work, job transfer, or restriction involved recuperation away from work, transfer to another job, 
restricted duties at work, or a combination of these actions. Other recordable cases did not result in time away from 
work. There are two types of cases with days away from work, job transfer or restriction. The first type requires at least 
one day away from work, with or without job transfer or restricted work activity. The second type requires only job 
transfer or restriction. Job transfer or restriction cases may involve shortened work hours, a temporary job change, or 
temporary restrictions on certain duties of a worker's regular job. Incidence rates denote the number of injuries and/or 
illnesses per a specified number of full-time workers. 


Survey estimates 


The survey estimates for the characteristics of cases with days away from work are based on a scientifically selected 
probability sample instead of a census of the entire industry population. Industry establishments were selected to 
represent themselves and other establishments of the same industry and employment size that were not selected to 
participate in the survey for the reporting year. Selected establishments that were anticipated to have large numbers of 
days away from work cases were given instructions prior to the survey on how to sample the cases to minimize the burden 
of their response. 


A standard error is calculated to determine the precision of each injury and illness estimate. The standard error defines a 
confidence interval (range) around the estimate. The approximate 95 percent confidence interval is the estimate plus or 
minus two times the standard error. The standard error can be expressed as the relative standard error, or percent of the 
estimate. At the 95 percent confidence level, one can be 95 percent confident that the actual incidence rate falls within 
the confidence interval. 


Survey users 


The survey can be used as an indicator of the magnitude of occupational safety and health problems. The statistics can 
help determine which industries need to improve safety programs and to assess the effectiveness of the Occupational 
Safety and Health Act in reducing work related injuries and illnesses. Labor and management can use the estimates 
obtained in the survey to evaluate safety programs. Other users include insurance carriers involved in workers’ 
compensation, industrial hygienists, manufacturers of safety equipment, researchers, and others concerned with job safety 
and health. 


Summary data 


Summary data presents numbers and incidence rates of nonfatal occupational injuries and illnesses in Missouri industry. 
Data are presented for industries and industry sectors classified by NAICS codes. Numbers and incidence rates of 
occupational injuries and illnesses are presented for different types of cases. 

Incidence rates and numbers of occupational illnesses are presented by category of illness. The categories of illnesses 
are: total cases; skin disorders; respiratory conditions; poisonings; hearing loss; and all other illnesses. 


Incidence rate calculations 


The incidence rates represent the number of injuries and illnesses per 100 full-time workers and were calculated as: 
(N/EH) x 200,000 where 


N = number of injuries and illnesses 
EH = total hours worked by all employees during the calendar year 
200,000 = base for 100 equivalent full-time workers (working 40 hours per week, 50 weeks per year). 


The incidence rates are presented for total recordable cases; cases with days away from work, job transfer, or restriction; 
and other recordable cases. 


Incidence rates of nonfatal occupational illnesses represent the number of illnesses per 10,000 full-time workers and were 
calculated as: (N/EH) x 20,000,000 where 


N = number of illnesses 
EH = total hours worked by all employees during the calendar year 
20,000,000 = base for 10,000 equivalent full-time workers (working 40 hours per week, 50 weeks per year). 


Case and Demographic Data 


The most serious nonfatal occupational injury and illness cases involve lost work-time. One measure of the severity of lost 
work-time cases is the percent distribution. A second measure of the severity of lost work-time cases is the median 
number of lost workdays. The median days away from work designates the point at which half the cases involved more 
days and half the cases involved fewer days. 


Demographic information provides details of characteristics of the injured or ill worker. This information includes 
occupation, gender, age of worker, occupational group, length of service with employer at the time of the incident, and 
race or ethnic origin. Four case characteristics are used to describe each nonfatal occupational injury or illness. The 
nature of the injury or illness identifies the principal characteristics, or physical effects, of the injury or illness. The part of 
body affected is identified for the involved worker. The source of injury or illness identifies the object, substance, bodily 
motion, or exposure that directly produced or inflicted the injury or illness. The event or exposure describes the manner 
in which the injury or illness was produced or inflicted by the source of the injury or illness. 


Incidence rate calculations 


Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and were calculated as: (N/EH) 
x 20,000,000 where 

N = number of injuries and illnesses 

EH = total hours worked by all employees during calendar year 

20,000,000 = base for 10,000 equivalent full-time workers (working 40 hours per week, 50 weeks per year). 


2011 Summary Data 


All Industries 


e The incidence rate for nonfatal occupational injuries and illnesses was 3.5 in all industries, including state and local 


government, in Missouri in 2011. 

There were 75,400 nonfatal occupational injuries and illnesses in Missouri in 2011 in all industries, including state 
and local government. 

The incidence rate of nonfatal occupational injuries in all industries, including state and local government, for 
Missouri in 2011 was 3.3. 

There were 70,500 injuries in Missouri in all industries, including state and local government in 2011. 

The incidence rate of nonfatal occupational j/inesses for all industries, including state and local government, was 
23.0. The incidence rate for all industries for the all other illnesses category was 14.3 in 2011. Both of these 
incidence rates were statistically significantly increased over the 2010 rates. 

There were 4,900 il/nesses in all industries, including state and local government in 2011. There were 3,000 


illnesses in the all other illnesses category. The numbers of j//inesses were statistically significantly increased over 
2010. The all other illnesses category accounted for 61.2 percent of the i/Iness cases. 


Private Industry 


The incidence rate for private industry in Missouri for 2011 was 3.4 for nonfatal occupational injuries and illnesses. 
The rate remained the same as in 2010. 


There were 62,500 nonfatal occupational injuries and illnesses in Missouri private industry in 2011. 
The incidence rate of nonfatal occupational injuries for Missouri private industry in 2011 was 3.2. 
There were 58,200 injuries in Missouri private industry in 2011. 


The incidence rate for nonfatal occupational i/Inesses in Missouri private industry in 2011 was 23.6. The incidence 
rate was 14.6 for the all other illnesses category. Both of these incidence rates were statistically significantly 
increased over the 2010 rates. 


There were 4,300 nonfatal occupational j//iness cases in Missouri private industry in 2011. There were 2,600 i/inesses 
in the all other illnesses category. The numbers of j//nesses in both categories were statistically significantly 
increased over 2010. The all other illnesses category accounted for 60.5 percent of the j//iness cases. 


Private Industry Good-Producing Sectors 


Private industry goods-producing sectors had an incidence rate of 4.3 for nonfatal occupational injuries and 
ilinesses. 


There were 15,100 nonfatal occupational injuries and illnesses in the total goods-producing sectors in Missouri 
private industry in 2011. 

The natural resources and mining major industry sector had an incidence rate of 3.2 for nonfatal occupational 
injuries and illnesses in 2011. This was statistically significantly reduced from the 2010 rate of 4.8. 

The agriculture, forestry, fishing, and hunting sector (NAICS 11) had an incidence rate of 3.9 for nonfatal 
occupational injuries and illnesses in 2011. This was statistically significantly reduced from the 2010 rate of 6.2. 


The construction major industry sector, and sector (NAICS 23), had an incidence rate of 3.0 for nonfatal 
occupational injuries and illnesses in 2011. This was statistically significantly reduced from the 2010 incidence rate 
of 4.3. 


The manufacturing major industry sector had a statistically significantly higher incidence rate (4.9) for nonfatal 
occupational injuries and illnesses than the other goods-producing major industry sectors in 2011. 


The incidence rate for nonfatal occupational injuries in Missouri private industry goods-producing sectors was 3.9 in 
2011. 


The number of cases of occupational injuries for private industry goods-producing sectors was 13,600 in 2011. 


Goods-producing sectors in Missouri private industry had an incidence rate of 44.9 for nonfatal occupational i/inesses 
in 2011. The incidence rate was 28.9 for the all other illnesses category. 


There were 1,600 il/iness cases in private industry goods-producing sectors in Missouri in 2011. There were 1,000 
illnesses in the all other illnesses category. 


Private Industry Service-Providing Sectors 


Private industry service-providing sectors had an incidence rate of 3.2 for nonfatal occupational injuries and illnesses 
in 2011, unchanged from 2010. 


There were 47,300 nonfatal occupational injuries and illnesses in the private industry service-providing sectors in 
Missouri in 2011. 


The wholesale trade sector (NAICS 42) had an incidence rate of 3.7 for nonfatal occupational injuries and illnesses in 
2011. This was a statistically significant increase from the 2010 rate of 2.7. 

The incidence rate of occupational injuries for private industry service-providing sectors was 3.0. This rate was 
unchanged from 2010. 

There were 44,600 nonfatal occupational injuries in Missouri private industry service-providing sectors in 2011. 

The incidence rate of occupational i/inesses for private industry service-providing sectors was 18.5 in 2011. The 


incidence rate for the all other illnesses category was 11.2. Both rates were statistically significantly increased over 
the 2010 rates. 


There were 2,700 cases of occupational i/inesses in private industry service-providing sectors in 2011. There were 
1,600 i/iInesses in the other illnesses category. Both of these numbers were statistically significant increases over 
2010. 


Government 


The incidence rate for nonfatal occupational injuries and illnesses for state and local government was 4.1. The 
incidence rate for local government was 4.7 in 2011. 


There were 12,900 nonfatal occupational injuries and ilinesses in state and local government. There were 10,200 
injuries and illnesses in local government. 


The incidence rate for nonfatal occupational injuries for state and local government was 3.9. The rate for local 
government was 4.5. 


There were 12,300 nonfatal occupational injuries in state and local government. There were 9,800 injuries in local 
government. 


State and local government had an incidence rate of 19.6 for nonfatal occupational j/inesses. The incidence rate for 
all other illnesses was 12.7. Local government had an incidence rate of 21.6 for occupational i/inesses. The 
incidence rate for all other illnesses was 11.7. 


There were 600 i//ness cases in state and local government. There were 400 illnesses in the all other illnesses 
category for state and local government. There were 500 i/iness cases in local government in 2011. There were 
300 illnesses in the all other illnesses category for local government. 
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Chart 1. Incidence rates per 100 full-time workers for 
total nonfatal occupational injuries and illnesses, 
Missouri and All United States, 2003-2011 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 


2003 2004 2005 2006 2007 2008 2009 2010 2011 
All United States Private Sector 5.0 4.8 4.6 4.4 4.2 3.9 3.6 3.5 3.5 
Missouri Private Sector 5.0 5.3 5.4 4.7 4.6 3.6 3.5 3.4 3.4 
Missouri Public Sector 5.2 5.3 5.1 4.1 





Chart 2. Incidence rates per 100 full-time workers for 
total nonfatal occupational injuries and illnesses 
by major industry sector, 

Missouri and All United States, 2011 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 3. Incidence rates per 100 full-time workers for 
total nonfatal occupational injuries and illnesses 
by major industry sector, 

Missouri, 2010 & 2011 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 


STATE AND LOCAL GOVERNMENT 
Other services 

Leisure and hospitality 

Educational and health services 
Professional and business services 
Financial activities 

Information 

Trade, transportation, and utilities 
Service providing 

Manufacturing 

Construction 

Natural resources and mining 
Goods producing 

Private industry 

ALL INDUSTRIES 


2010 2011 





Chart 4. Industries with the highest incidence rates 
of total nonfatal occupational injuries and illnesses, 
Missouri, 2011 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 5. Distribution of illnesses by category of illness, 
Missouri, all industries, 2011 








* All other occupational illnesses may include other categories not shown separately. 
SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 6. Distribution of illnesses by category of illness, 
Missouri, private industry, 2011 








* All other occupational illnesses may include other categories not shown separately. 
SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 7. Distribution of illnesses by category of illness, 
Missouri, state and local government, 2011 








* All other occupational illnesses may include other categories not shown separately. 
SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 8. Cases with days away from work, job transfer, 
or restriction incidence rates, injuries and illnesses, 
Missouri, private industry, 2003-2011 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 


2003 2004 2005 2006 2007 2008 2009 2010 2011 
Cases 
with days 
away 
from 
work, job 
transfer, 
or 
restriction 2.5 2.7 2.6 2.2 2.0 1.7 1.6 1.6 
Cases 
with days 
away from 
work 1.2 1.3 1.2 1.1 1.0 0.8 0.8 0.8 
Cases 
with days 
of job 
transfer, 
or 
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away from 
work 0.5. 
Cases 
with days 
of job 
transfer, 
or 
restriction 2.0 . 


2003 2004 2005 2006 2007 2008 2009 2010 2011 
Cases 
with days 
away 
from 
work, job 
transfer, 
or 
restriction 1.5 1.3 1.2 
Cases 
with days 
away from 
work 0.9 1.0 0.8 
Cases 
with days 
of job 
transfer, 
or 
restriction 0.7 0.3 0.4 





Chart 9. Number of cases with days away from work, job transfer, 
or restriction, by case type and private major industry sectors, 
and local government, Missouri, 2011 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 10. Incidence rates of Occupational Injuries and Illnesses 
by Ownership and Case Type, Missouri, 2011 
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* SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Ownership TEl Pemp  INIL TRC INILCDART INIL CDAFW_ INIL CORC 
Local Govt 000000 277.3 4.7 1.6 1.0 3.1 
Private Ownership 000000 2,137.6 3.4 1.6 0.8 1.8 





Chart 11. Incidence rates of Occupational Injuries and Illnesses in 
Hospitals (NAICS 622) by Ownership and Case Type, Missouri, 2011 
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* SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Ownership TEI Pemp INIL TRC INIL CDART INIL CDAFW INIL CORC 
Local Govt 622000 19.9 8.9 1.6 0.5 7.4 
Private Ownership 622000 117.9 6.9 2.2 0.7 4.7 





Chart 12. Incidence rates of Occupational Injuries and Illnesses 
by Size class, Missouri, 2006-2011 
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* SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Size 1 Size 2 Size 3 Size 4 Size 5 


1-10 11-49 50-249 250-999 1000+ 

employee employee employee employee employee 
Year Ownership TEI Ss Ss Ss Ss Ss 
2006 50 000000 3.0 4.2 5.3 5.0 5.7 
2007 50 000000 2.0 4.3 5.7 4.8 5.0 
2008 50 000000 1.9 3.2 4.2 4.4 4.0 
2009 50 000000 1.9 3.2 4.4 3.7 4.0 
2010 50 000000 1.9 2.9 4.3 3.6 4.0 
2011 50 000000 1.3 3.4 4.2 3.4 4.2 


Table 1. Incidence rates' of nonfatal occupational injuries and illnesses by selected industries and case types, 2011 


Missouri 


Cases with days away from work, job 
transfer, or restriction 


2011 
Average Total Other 
Industry” annual recordable Cases with Cases recordable 


with job cases 
transfer or 
restriction 


employment* cases 
(000's) 


days away 
from work® 


All industries including 








State and local government® sib ihn nn “non C uta “wn (aC Cnn nud atai‘n “as “0“a%e “a 2,505.5 F F : 1.9 

Private: industry’ cis 5 dives eee ee ee Sy Sv oa eve iedeaaaa 2,137.6 : ; : : 1.8 

Goods-producing® .............0cccc cece eee eee e eens a eeeeesesesneaes 363.0 : . . . 2.0 

Natural resources and mining®” ..............0c0ceccececececeeeeaeeenes 12.1 : : ; . 1.3 

Agriculture, forestry, fishing and hunting®..............0ccccececeeeeeeeeeees 8.0 : . . . 1.6 

Crop production (scope changed in 2009)°.... 0.00... cee cece cee eee eee ee eee 2.3 : 3.0 

Animal production (scope changed in 2009)°.... 2.20... cece cee ee cee eeeeeeeeeeeeeed 3.1 : : j : 1.7 

MINING ik A Aaddndnddannddatonananananaaarnnnenereernen nena ee enens 4.2 : : : E 0.9 

GCONStRUCTION eee ee eee eC CCC tet tL 1.2 

Construction .... 0.0.0 cece eee eee eee eee eee 1.2 

Construction of:buildingse.eehecurls Ae Aiea decked ceeececiemel iter erate el lt ele aty 0.9 

Heavy and civil engineering construction............. 0.00. ee 1.4 

Specially trade conliacieres..h oda ceuteenesuuueuneuneuu uuu llaillaillalinllalnbubisusiess 1.3 

UC ULLELE ts 10g bs aerate naa ea ea ea ea a a ena PO 2.3 

CTE (200010 1) epee RRR eR 2.3 

POOC TRSHUIACHINAG 2 iescs cue a scscuaie ethics eb Ricieileee melee ieee etecedekedetekededeaesedeaesedeaescteeedcteded 1.5 

Textile product mills (scope changed in 2009) ....... 2... eects -- 

Apparel manufacturing (scope changed in 2009) ............... 0... 1.8 

Leather and allied product manufacturing ..............-..-.0-00 000-2 e eee eee eee 45 

W000 proguctMmaniiaghining(. 3. f2s2025.0 none ise se sae e999 /9G 4G Sg EE ETE 4.6 

Paber anaCtnN ss t.cccat eee eee CITE EE e eae aa aaa eee 1.7 

See footnotes at end of table. 
Table 1. Incidence rates’ of nonfatal occupational injuries and illnesses by selected industries and case types, 2011 -- Continued 
Missouri 
Cases with days away from work, job 
2011 transfer, or restriction 
Average Total Other 


NAICS 


Industry” 


Printing and related support activities ..... 0.02.00... cece tees 

Ghemical‘manutacturing: ss. onan ahahaha thas bald ake el 
Plastics and rubber products manufacturing (Scope changed in 2009) 
Nonmetallic mineral product manufacturing.............. 00.00 c eee eee 
Primary metal manufacturing .... 1.0.0... 0c cece cect ttt 
Fabricated metal product manufacturing............0..0 0.000022 eee eee eee 
Machinery manufacturing (scope changed in 2009) ...................0.. 0.2 eee 
Computer and electronic product manufacturing ............. 0c c eects 
Electrical equipment, appliance, and component manufacturing............-.-.-.+---/ 
Transportation equipment manufacturing (Scope changed in 2009) .................... 

Furniture and related product manufacturing (scope changed in 2009) 
Miscellaneous Manufatturing sc. cds sc ies eee oe TESTOR eee eee See 


SSTVICE-PIOVIdING 6s AA a ee ee eee 
Trade, transportation, and utilities? .. 2.20.0... cece cece eee ee eee eee 
Wholesale trade: siccsncisdstenshencacacaca eas etcutenuduneeuamannnndacd’d 


Merchant wholesalers, durable goods ..............0 0.0.2 c eee eee 
Merchant wholesalers, nondurable goods ....................0 020-2 e eee eee ee 


Retail trade is5 F220 Flt oor et ene el al Sr eae satasata tea iesaiesa va sna dussuaciusathasaiiesida dasa shal 
Motor vehicle and parts dealers ............. 0.00. eee 


Furniture and home furnishings stores .......... 0.0.0.0 cece eee 
Building material and garden equipment and supplies dealers ................-0-0-005 


Food 


and beverage stores 


Health and personal care stores 


Gasol 


ine stations 


Sporting goods, hobby, book, and music stores 


General merchandise stores 
Miscellaneous store retailers 





Nons: 


ore retailers 


Transportation and warehousing? aya paya-AVapicepacbcacbrarbcarbparsparhcacer acer acer ara(arecacecavecadedatetaavata 


See footnotes at end of table. 





Table 1. Incidence rates’ of nonfatal occupational injuries and illnesses by selected industries and case types, 2011 -- Continued 


Industry? 





ede annual ; recordable Cases with Cases recordable 

employment cases Total days away with job cases 
(000's) rom wore transfer or 
restriction 

1.0 

1.6 

. ; : : 2.3 

7.1 : : : 0.9 

7.1 : ; : : 2.5 

28.7 : ‘ ; : 2.7 

25.8 : f : ; 2.3 

5.6 : : - : 0.7 

11.0 : : E : 2.2 

34.0 Z . : : 4.2 

7.4 ; : f : 2.0 

7.4 E : ; 1A 

1,774.6 : : 5 : 1.7 

508.9 : : : : 1.7 

117.7 : : : : 5 

55.5 . : . : 1.4 

36.9 ‘ . : : 1.8 

299.9 : : : : 1.8 

35.7 : : E : 2.1 

7.7 . : : - 

26.2 : : : ; 2.0 

48.0 : : : : 1.8 
19.1 . . : (7°) 

24.5 f ; F : 2.5 

11.9 : ; ‘ 0.9 

68.8 : : . F 1.8 

16.2 : : : - 

10.2 F : : 0.9 

78.8 : : ; : 1.6 

Missouri 
Cases with days away from work, job 
2011 transfer, or restriction 

Average Total Other 

annual recordable Cases with Cases recordable 
employment* cases with job cases 


days away 


from wore transfer or 
we 


restriction 


(000's) 


Rail transportation? .. 0.00.0. 
UrUCktraAnSpOrtation sich: ceerise syed cheer ian MO RRS RS RR RR RY 
Transit and ground passenger transportation ........ 0.0.0 eect eee eed 


Couriers and messengers ................0 0.00000 ee 


UIRIRI OS sd rece eae aa daadadadadedanedaunacatsnneee eee ee eee 


WHITES oe ee ee eee ee ee eRe E ee TERE EE hg Chea aa ES 


Information ......... 0.00 c eee eee eee 
DEVPOR PMV ATEOND aes 255 2a sus 0 0 ana a ha hehe he ee kh ee ee eee eee aes a eee eee ele 


Publishing industries (except Internet) ................... 


Motion picture and sound recording industries............ 


Telecommunications (scope changed in 2009)............ 


Data processing, hosting, and related services (scope changed in 2009)..............-. 


Financial activities .......... 0.000 e eee eee 


Finance and insurance ............00eeeeeeee eens 


Credit intermediation and related activities............... 


Insurance carriers and related activities .................. 
Real estate and rental and leasing ............ 00. ccc cece eee eee eee eed 


Real estate (scope changed in 2009) ..........-.-.- eee e eect 
Rental and leasing services ............-.2020e eee eeee 


Lessors of nonfinancial intangible assets (except copyrighted works) ................... 


Professional and business services .........0.020e cece eee eee eee ee eed 


Professional, scientific, and technical services....... 


Management of companies and enterprises......... 


See footnotes at end of table. 


482 
484 
485 
492 

22 


221 


51 
511 
512 


517 
518 


52 


522 
524 


53 
531 


532 
533 


55 


Table 1. Incidence rates’ of nonfatal occupational injuries and illnesses by selected industries and case types, 2011 -- Continued 


Industry” 


Administrative and support and waste management and remediation services ... . 


Administrative and support services (scope changed in 2009) 


Missouri 


56 


561 


2011 
Average 
annual 


employment* 


(000's) 


145.7 


139.7 


Total 
recordable 
cases 


0.8 
4.0 
1.6 
5.8 
2.4 
2.4 
0.6 
0.6 
0.7 
2.3 
0.5 
0.2 
0.3 
0.1 


0.1 
0.1 


0.8 


11 
0.4 


%) 
0.5 
0.3 


0.3 


Cases with days away from work, job 
transfer, or restriction 


0.9 


0.8 


Cases with 
days away 
from work® 


0.6 


0.6 


Cases 
with job 
transfer or 
restriction 





0.3 


0.2 


Other 
recordable 
cases 


Waste management and remediation serviceS .......... 0.0: c eects 562 6.0 


Education and health services ........... 00. cee eee cece eee eee eee 383.6 
Edldcational Services cccaccacerccaesreereereererreeenhneekeeneekeeeeekeeis 61 40.2 
Health care and social assistance ............ 000 e eee eee eee 62 343.4 

Ambulatory health care services .................0 0.00000 cece eee 621 104.0 
TAS NS ice ee 8-6.3.8- GAMA EES DESL ELEREEL EG ALA SII A 622 117.9 
Nursing and residential care facilities ................00. 00000 c eee ee 623 71.2 
SOUL BSSISIAN CS isfatses 454.254 25455455 4555.955.955.955.45 4.60 ARPA BED 624 50.3 

Leisure and hospitality. 0. .0cccee sees eer eer ee rns CERRO ROR ERAN NE 271.9 

Arts, entertainment, and recreation ..........0 202 cece eee eee” 71 41.8 
Performing arts, spectator sports, and related industries ..............-.-0-0-0 eee eeel 711 8.7 
Amusement, gambling, and recreation industries ..............0..0 0.0.00 .00200000. 713 30.6 

Accommodation and food Services ..........0 ccc eee eee eee 72 230.2 
Accommodation: 222200800282 c2 ceded ded sds d ss dP PPS PP PP PP 82 00220200 02 oF 3 721 27.9 
Food services and drinking places ........... 0... 0. eee eee 722 202.2 

OUer SOrvicks .rcescoceee cee eer eee eer eer mrree bee ceeeeeeeeeeeeeeeeee’s 70.8 

Other services, except public administration ............ 000 c eee e eee eee eee 81 70.8 
Repair and niaintenatite: «22 .s2eoseseeoe eee eee ood eke ENR R RRR RR AR 811 23.2 
Personal and eundry Services iyo ee ee Ga eA ANE TTS hes 1S s eo eeeeeeesamaat 812 25.2 
Religious, grantmaking, civic, professional, and similar organizations .................. 813 22.4 

State and local government ............. 000 c cece eee eee eee 367.9 
State government .......... cc ccc - 


See footnotes at end of table. 


3.8 


4.9 


Table 1. Incidence rates’ of nonfatal occupational injuries and illnesses by selected industries and case types, 2011 -- Continued 


Missouri 


2011 
Average 
Industry? annual 


employment* 
(000's) 


Service-providing ....... 00.00 cece cece eens -- 


PUA ACAI THESE ACA ON sa aah a cn i i on pce rererarirrearreeeeneemeneneee nd -- 


Total 
recordable 
cases 


Cases with days away from work, job 


transfer, or restriction 


Cases with 
days away 
from work? 


Cases 
with job 
transfer or 
restriction 





Other 
recordable 
cases 


Public administration ............ 00:0 e cee eee eee eee eee 92 = we = be ie os 


Local gOVErnMeN accents ald 277.3 4.7 1.6 1.0 0.6 3.1 
Goods-producing® ss. .2ceeees see eeeee esas eee eee eye e see eee eee 5.9 74 5.9 48 = 1.5 
CONSHUCTON oc cence aiaaaaai Ae Se eee eee ee a 74 5.9 4.8 = 1 
COnSUUCHON a2 Hocecsecnesneeeeeeeaenaenatens CASA MARRRRNAERENEaeeeees 23 - 74 53 4.8 - 15 
Heavy and civil engineering construction............. 0.00.00 eee 237 5.8 7.5 6.0 4.9 ze 15 
SEVICE DIOVIGINEG 6:66 6466666665 s5SRS SESSLER SESE SEES EE SEE SE EEAESSS 271.4 4.6 1.5 0.9 0.6 3.1 

Trade, transportation, and utilities? .... 20.0.2... cece cece eee eee eee 13.5 3.9 2.0 1.9 (7°) 1.8 
Transportation and warehousing’ ...........0.0ccceeceecececeeeeeeeeeeeeeees 48-49 6.8 3.2 2.6 2.5 ("°) 0.6 
Transit and ground passenger transportation. .............. 0.00.0 e eee eee eee eee | 485 4.6 3.4 2.8 2.7 Coy 0.6 
Utilities: Conesannnennnnecscoeesosoannssncconneooonsscadedesdddddssesgon: 22 6.7 45 1.4 1.3 - 3.1 
UtilitieSi dish bo teed ede bbbeedede ee teed ddddddd So shousessbyennnnnnem 221 6.7 45 1.4 1.3 - 3.1 
Education and health services ........... 000 c eee e eee eee eee eee 182.3 4.7 141 0.6 0.5 3.5 
Educational Services .icccccinceneineen een ene en ean ee eee eee ES 61 149.7 4.3 TA 0.7 0.5 3.2 
EduCAoNal SEIVICRS 2555.2222 22 28aeca2 2aRRaRARRARRARR Aa Selwlawloaaelagwauwegwerwe 611 149.7 4.3 ist 0.7 0.5 3.2 
Health care and social assistance ............ 000 e eee 62 32.6 6.0 1.2 0.4 0.8 4.8 


See footnotes at end of table. 
Table 1. Incidence rates’ of nonfatal occupational injuries and illnesses by selected industries and case types, 2011 -- Continued 


Missouri 


Cases with days away from work, job 
transfer, or restriction 


2011 
Average Total Other 
Industry? annual recordable Cases with Cases recordable 


with job cases 
transfer or 
restriction 


employment* cases 
(000's) 


days away 
from work? 


IOS OIG rc 584 5646444 $444466444464464445455455494405450540340 oS 7.4 
Nursing and residential care facilities ......... 0.0... ceed -- 
Public administration:.....6.06006000cceccee cece eee ee eee e eee eee eel 2.8 
Public administration s..3.555200000c0see0seseeseeneesetistdetdetdetdeatsaen 2.8 
Justice, public order, and safety activities... .2.c2,caacaarasbaaraaaaaaadiquawenees 3.3 





' Incidence rates represent the number of injuries and illnesses per 100 full-time workers and 
were calculated as: (N/EH) x 200,000 where 


N = number of injuries and illnesses 

EH = total hours worked by all employees during 
the calendar year 

200,000 = base for 100 equivalent full-time workers 


(working 40 hours per week, 50 weeks per year). 


? Totals include data for industries not shown separately. 

3 North American Industry Classification System 2007 Edition 

“ Employment is expressed as an annual average and is derived primarily from the BLS-State 
Quarterly Census of Employment and Wages. 

2 Days-away-from-work cases include those that result in days away from work with or 
without job transfer or restriction. 

° Excludes farms with fewer than 11 employees. 

” Data for mining (Sector 21 in the North American Industry Classification System -- United States, 
2007) include establishments not governed by the Mine Safety and Health Administration (MSHA) 
rules and reporting, such as those in oil and gas extraction and related support activities. Data for 
mining operators in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and 


Health Administration, U.S. Department of Labor. Independent mining contractors are excluded from 
the coal, metal, and nonmetal mining industries. These data do not reflect the changes the Occupational 
Safety and Health Administration made to its recordkeeping requirements effective January 1, 2002; 
therefore estimates for these industries are not comparable to estimates in other industries. 

* Data for mining operators in this industry are provided to BLS by the Mine Safety and 
Health Administration, U.S. Department of Labor. Independent mining contractors are 
excluded. These data do not reflect the changes the Occupational Safety and Health Administration made 
to its recordkeeping requirements effective January 1, 2002; therefore estimates for these industries are not 
comparable to estimates in other industries. 

° Data for employers in rail transportation are provided to BLS by the Federal Railroad 
Administration, U.S. Department of Transportation. 

1° Data too small to be displayed. 


NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 


SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 
Injuries and Illnesses, in cooperation with participating State agencies. 


Table 2. Numbers of nonfatal occupational injuries and illnesses by selected industries and case types, 2011 


(In thousands) 


Industry’ 


All industries including 


State and local government?...........00ccceceseeeeeeeeeeeeee 


Private industry’............ 


Goods-producing’............. 


Natural resources and mining’®.... 


Agriculture, forestry, fishing and hunting’ ..............0..0cceceeeeeeeeeeeee 


Crop production (scope changed in 2009)° oe 


Animal production (scope changed in 2009)° ¢ 


MINING it eniios Sl ddece enone ones 


Construction ..........0eeeee eee 
Construction ............000eeeeeeee 


Construction of buildings ................. 


Heavy and civil engineering construction... . 
Specialty trade contractors............... 


Manufacturing.................85 


Manufacturing .................0005 


Food manufacturing ...cu ecu eeucuuunuues 
Textile product mills (scope changed in 2009) 


Apparel manufacturing (scope changed in 2009) 
Leather and allied product manufacturing .. . . 


Wood product manufacturing............. 


Paper manufacturing.................... 


See footnotes at end of table. 


Missouri 


2011 
Average 
annual 
employment? 


2,505.5 


2,137.6 


363.0 


12.1 


8.0 


2.3 
3.1 


4.2 


Total 
recordable 
cases 


Table 2. Numbers of nonfatal occupational injuries and illnesses by selected industries and case types, 2011 -- Continued 


(In thousands) 


Missouri 


NAICS 


2011 


Averane 


Total 


Cases with days away from work, job 


transfer, or restriction 


Cases 
with job 
transfer or 
restriction 


Cases with 
days away 
from work* 





Cases with days away from work, job 





transfer, or restriction 





Other 
recordable 
cases 


32.6 


Other 


nenes Pemernereres 


code? annual 
employment® 


recordable 
cases 


Industry’ 


Printing and related support activities ..... 0.0.0.0... cee ect eee 
Chemical:‘manufacturing:: vs chsh ad ee keke etka case ecet aie eeceeceede ce teceteceteitatendeld 
Plastics and rubber products manufacturing (Scope changed in 2009) 


Nonmetallic mineral product manufacturing.............. 0.0... c eee eee 7A 
Primary metal manufacturing ............0 00 ee eee cette eee eee 7A 
Fabricated metal product manufacturing............0..0 0.000022 eee eee eee 28.7 
Machinery manufacturing (scope changed in 2009) ...................0.00..0- eee 25.8 
Computer and electronic product manufacturing .......... 0.00. cece eee 5.6 
Electrical equipment, appliance, and component manufacturing............-.-.+.-2--/ 11.0 
Transportation equipment manufacturing (Scope changed in 2009) .................... 34.0 
Furniture and related product manufacturing (scope changed in 2009) 7.4 
Miscellaneous Manufacturing sc. cdsss ies eee eae eS SSO R OR Yee ee eee ee ERS 7.4 
SeTvICe- Providing 6 iis aaa ee 1,774.6 

Trade, transportation, and utilities’... 20.0.0... ccc cee eee eee cena 508.9 
Wholesaleitrade:.sicos2sisiseckshencacaeaea ease tununuduneeuamaunnndacd’d 117.7 
Merchant wholesalers, durable goods ............ 0.00.00. c cece 55.5 
Merchant wholesalers, nondurable goods ...............-..-.0 00002 e eee eee eee 36.9 
Roetall trade ass orf ttt Sse eetce a tee cea cs oe ceSia gata gutasinta iesaiesaasna dusdusatiusathasaiiesda ua dha 299.9 
Motor vehicle and parts dealers ............. 00.0. eee 35.7 
Furniture and home furnishings stores .......... 0.00.00. cece cee 7.7 
Building material and garden equipment and supplies dealers........................ 26.2 
Food and beverage StOres 3.0.0. ce ee ee ewe eo dee aS 48.0 
Health and personal care stores ..... 0... ce eed 19.1 
Gasoline SlaHONS ieee eee OP Cee OG EROTRTTTS OER ETRE LEEPER EE EE REIS 24.5 
Sporting goods, hobby, book, and music stores ............ 00.0: e eee eee eee eee 11.9 


General merchandise stores ..........00 0 cece cette eens 68.8 
Miscellaneous store retailers... 1.0.0.0... cece eee eee 16.2 
Nonstore:tetailersiv...6.8 ee eS eS oe cedidicidncdndegchedhchadhchidichidhchadid adedhader 10.2 





Transportation and warehousing’ ...........0.0c0ccececeeeceeeeeeeeeeeeeees 78.8 


See footnotes at end of table. 
Table 2. Numbers of nonfatal occupational injuries and illnesses by selected industries and case types, 2011 -- Continued 


Missouri 
(In thousands) 


2011 
Average 
annual 
employment? 


Total 
recordable 
cases 


Industry’ 








Cases with Cases recordable 
Total days away with job cases 
from work? transfer or 
restriction 


Cases with days away from work, job 
transfer, or restriction 


Other 
Cases recordable 
with job cases 

transfer or 

restriction 


Cases with 
days away 
from work* 


Rail transportation® 02. e eee e ence teense 482 - 
CRUNK ANS POMGUON tol cece cae Choe cad oe CERES SESE EEE SEI SESE SSS SSS SSE SS SRS ag 484 36.1 
Transit and ground passenger transportation............... 0.00.0 e eee eee eee eee 485 8.3 
Couriers And WHESSONUENS 60.5 ci a NOR OR BORER CEES 492 8.4 
Utes ao ceo cee ee ea ereniee liens ee SNE N EUR e ee eteee ieee edades 22 12.5 
UWtilitieS seas eee eee eae Oe EEE Oe EEE EEA ERS REE ELE ER Gaui suebibue iA ebe iButueus tees 221 12.5 
HPYTOR IMATION Cash coca ay Sa avi even esau ev av ev av eave en ev ava av avin evn at 0 55.9 
DEVPOR PMV ATEOND aes 255 2a sus 0 0 ana a ha hehe he ee kh ee ee eee eee aes a eee eee ele 51 55.9 
Publishing industries (except Internet) ........... 0.00.00 ee eee 511 15.0 
Motion picture and sound recording industries .............. 00.00. e eee eee eee 512 3.6 
Telecommunications (scope changed in 2009) .............0..0 0.000002 2c 517 19.7 
Data processing, hosting, and related services (scope changed in 2009)..............-. 518 10.1 
Financial‘activities 0. a dik a eee ee ei 154.6 
Finance and insurance ........... 000s cece cece teen eee eee eee 52 118.8 
Credit intermediation and related activities .............. 0.00... eee eee eee 522 55.8 
Insurance carriers and related activities ................0 0.000022 eee eee 524 42.6 
Real estate and rental and leasing ............ 00.0 cece cece eee eee eee eed 53 35.8 
Real estate (scope changed in 2009) ................ 0.0.22 cece eee 531 24.9 
Rental:andileasing Services: 2... 220. sas an eaSaAGAsAMadas AAAAeSe ae eve een 532 10.6 
Lessors of nonfinancial intangible assets (except copyrighted works) ................... 533 0.3 
Professional and business Services ..........0. 00 c cece eee eee eee 329.0 
Professional, scientific, and technical serviceS ............00 cece eee eee eee 54 122.6 
Management of companies and enterprises .............0 000 c eee eee eee eee eee 55 60.6 


See footnotes at end of table. 


Table 2. Numbers of nonfatal occupational injuries and illnesses by selected industries and case types, 2011 -- Continued 


Missouri 
(In thousands) 


2011 
i Average 
Industry annual 
employment® 
Administrative and support and waste management and remediation services ... . 56 145.7 


Administrative and support services (scope changed in 2009) ...................2000. 561 139.7 


Total 
recordable 
cases 


2.5 


2.3 


0.4 


0.1 


0.3 


0.1 


0.2 





Cases with days away from work, job 
transfer, or restriction 


Cases with 
days away 
from work* 


0.7 


0.7 


Cases 
with job 
transfer or 
restriction 





0.3 


0.3 


0.8 


0.5 


Other 
recordable 
cases 


Waste management and remediation serviceS .......... 0.0: c eects 


Education and health 


Educational services .........0 00 c cece cece eee ee ee eee eee eens 


SOPVICOS a ciiccidccid coed eaesea ened cds db cddedteannae inde aeeaeaee ee aver 


Health care and social assistance ......... 0.00 e cece eee eee ee 


Ambulatory health care services ............ 00.0 c eee eee tee eee 


17 (°)-)0]| (| ei a ee er 


Nursing and residential care facilities .... 2.0.0.0... 00. 


Social assistance......... 


Leisure and hospitality. 0. .0cccee sees eer eer ee rns CERRO ROR ERAN NE 


Arts, entertainment, and 


Performing arts, spectator sp 
Amusement, gambling, and r 


FECKCALION 2 tint ets at a a ee eee es SN 


orts, and related industries......................2....-. 
ecreation industries .............0 202 c eee eee ee eee 


Accommodation and food serviceS .........0000ce cece tenet eens 


Accommodation.......... 
Food services and drinking p 


WAG OS os eacegtetesteate tate autedlategiate iatedlatadlaetalaauaneden eae neat et ese ditata te 


OUer SOrvicks .rcescoceee cee eer eee eer eer mrree bee ceeeeeeeeeeeeeeeeee’s 


Other services, except public administration .............0.00 cece eee eee eee 


Repair and maintenance .. . 
Personal and laundry service: 


[AOA ROLL Rea ERLE De Rene ASO EPR MIE a ROR RR TR TERR RARER RE 


Religious, grantmaking, civic, professional, and similar organizations ................-. 


State and local government...........0. cece cece eens 


State government ............ 0.02 cece eee eee eee 


See footnotes at end of table. 
Table 2. Numbers of nonfatal occupational injuries and illnesses by selected industries and case types, 2011 -- Continued 


(In thousands) 


Service-providing 


Public administration 


Industry’ 


562 


61 
62 
621 
622 


623 
624 


71 


711 
713 


72 


721 
722 


81 


811 
812 
813 


Missouri 


2011 
Average 


annual 
employment? 


Total 
recordable 
cases 


Cases with 
days away 
from work* 


Cases with days away from work, job 
transfer, or restriction 


Cases 
with job 
transfer or 
restriction 





0.1 


9.0 


Other 
recordable 
cases 


Public administration ............ 00:0 e cee eee eee eee eee 92 = we = be a oe 


Local gOVErnMeNnt ccna aid 277.3 10.2 3.5 28 1.3 6.7 
Goods-produclng? -s.2ceeees eee sees eese reese yey ees eee eee eye 5.9 0.4 0.3 0.3 = 0.1 
GCONSTUCTION sc cewieeinemimmaimiae iia Sta ee ee eee a 0.4 0.3 0.3 = 0.1 
COnSUUCHON a2 Hocecsecnesneeeeeeeaenaenatens CASA MARRRRNAERENEaeeeees 23 - 0.4 0.3 0.3 - 0.1 
Heavy and civil engineering construction............. 0.00.0 e cee eee 237 5.8 0.4 0.3 0.3 a 0.1 
SEVICE DIOVIGINEG 6:66 66666 Ss6 ssh SS ESSN ESSE ESE SEES SESE EEASSSS 271.4 9.8 3.2 1.9 1.3 6.6 
Trade, transportation, and utilities’... 20.0.0... cece eee eee eee eee 13.5 0.5 0.3 0.2 (°) 0.2 
Transportation and warehousing? ...........0.0c0cceceeceeecee eee eeeeeeeeees 48-49 6.8 0.2 0.2 0.2 (°) (4) 
Transit and ground passenger transportation... ... 2.6.6... eee ee eee eed 485 46 0.1 0.1 0.1 (°) (°) 
Utilities: Conesannnennnnecscoeesosoannssncconneooonsscadedesdddddssesgon: 22 6.7 0.3 0.1 0.1 - 0.2 
UtilitieSi dish bo teed ede bbbeedede ee teed ddddddd So shousessbyennnnnnem 221 6.7 0.3 0.1 0.1 - 0.2 
Education and health services ........... 000 c eee e eee eee eee eee 182.3 6.4 15 0.8 0.7 4.8 
Educational Services .icccccinceneineen een ene en ean ee eee eee ES 61 149.7 4.7 1.2 0.7 0.5 3.5. 
EduUCAtoNal SEIVICRS 2555222222 2R2SRaRRARARRARRARRARRAR REM ER OER EG EG ealeRlee 611 149.7 4.7 1.2 0.7 0.5 3.6 
Health care and social assistance ............ ccc cece eee eee 62 32.6 1.6 0.3 0.1 0.2 1.3 


See footnotes at end of table. 
Table 2. Numbers of nonfatal occupational injuries and illnesses by selected industries and case types, 2011 -- Continued 


Missouri 
(In thousands) 


Cases with days away from work, job 
transfer, or restriction 
2011 


Average Total Other 


recordable Cases recordable 
with job cases 

transfer or 

restriction 


Industry’ 


annual Cases with 
employment? 


cases 
days away 


from work* 


IOS OIG ec $84 5646444 $444466444464464445455455400500030000oR R05 1:2 
Nursing and residential care facilities ........ 2.0.0... ceed -- 
Public administration: .....6.06000c00cceccee cee ee eee eee e eee 1.4 
Public administration s..3.555200600c0seeseeseeseeneeserdatdetdeedeteeeaaes 1.4 
Justice, public order, and safety activities.............. 00... cee eee 0.9 





‘ Totals include data for industries not shown separately. 

? North American Industry Classification System -- United States, 2007 Edition 

3 Employment is expressed as an annual average and is derived primarily from the BLS-State 
Quarterly Census of Employment and Wages. 

as Days-away-from-work cases include those that result in days away from work with or 
without job transfer or restriction. 

5 Excludes farms with fewer than 11 employees. 

® Data for mining (Sector 21 in the North American Industry Classification System -- United States, 
2007) include establishments not governed by the Mine Safety and Health Administration (MSHA) 
rules and reporting, such as those in oil and gas extraction and related support activities. Data for mining 
operators in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and Health 
Administration, U.S. Department of Labor. Independent mining contractors are excluded from the 
coal, metal, and nonmetal mining industries. These data do not reflect the changes the Occupational 
Safety and Health Administration made to its recordkeeping requirements effective January 1, 
2002; therefore estimates for these industries are not comparable to estimates in other industries. 


’ Data for mining operators in this industry are provided to BLS by the Mine Safety and Health 
Administration, U.S. Department of Labor. Independent mining contractors are excluded. 
These data do not reflect the changes the Occupational Safety and Health Administration 
made to its recordkeeping requirements effective January 1, 2002; therefore estimates for 
these industries are not comparable to estimates in other industries. 

® Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, 
U.S. Department of Transportation. 

° Data too small to be displayed. 


NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 


SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 
Injuries and Illnesses, in cooperation with participating State agencies. 


Table 3. Incidence rates’ of nonfatal occupational injuries and illnesses by industry sector and employment size, 2011 


Missouri 


All 
establishments 


Industry sector? 


All industries including State and local government ...............0ece eee eee 
Private industry’ ...... 00.0. ccc cece eee cece cece eee eeseeeseeeeaeeeeaed 
Goods-producing®. ........ 0. ccc cece cece cece eee eeeeeeeeeeeeeeveees 
Natural resources and mining’. .........0.0.0ceceec eee eens ee eee 
Aariculture, forestry, fishing and hunting’. ............0.0seeeeeee 

Mining scc.cnnnanncandnanansmannnonndnananecntannnennanarance 


Manufacturing .........0 20 eee eee eens 
Service-providing ......... 2020 e cece eee eee eens 
Trade, transportation, and utilities’ ......... 0.0. cece cece eee ee eee 
Wholesale trade... 0.0... 0c cece eee ee eee eens 
Retail trade::.3.:.s0.accccddaddataiadadaddddddddhiddadsdddadedded 
Transportation and warehousing’. ............00ceeeeeseeeeeeees 
Utilities 0... eee eee eee eee 
Information ........ 00.6 e cece eee eee 
Financial activities ........ 0.0. c cee eee eee 
Finance and insurance ..........0.00 ee ee cece eee eee eee 
Real estate and rental and leasing .............0. 00 cece cence eee 
Professional and business services .........-.020eeeee ee eee eens 
Professional, scientific, and technical services 
Management of companies and enterprises ...........-.+2+2+e005 
Administrative and support and waste 
management and remediation services ...........0.02eeeeeeees 
Education and health services ............00 cece cece eee eee eee 
Educational services .........00 0c cece eee eee ee eee eens 
Health care and social assistance ...........00e eee eee eee eed 
Leisure and hospitality ......... 0.0.00. cee cece eee eee eee 
Arts, entertainment, and recreation ..............0 cece eee eens 
Accommodation and food serviceS ...........020e cece eee eens 
Other SErviCes oncccc cece eee eee eee See ee PERO keene eee e eee ene 
Other services, except public administration .............0.000005 
State and local government ........... 0.00 cece eee eee 
State government .......... 0... cece 
Leal GOVEDNINBIE 6 3656656. 5 G65 GE SG ESGEIGEIGIIG BE OCC OCC OCC O CC OTEC EE 


' Incidence rates represent the number of injuries and illnesses per 100 full-time workers and were 


calculated as: (N/EH) x 200,000 where 


N = number of injuries and illnesses 
EH = total hours worked by all employees during the calendar year 
200,000 = base for 100 equivalent full-time workers 


(working 40 hours per week, 50 weeks per year). 

? North American Industry Classification System Manual, 2007 Edition 

3 Excludes farms with fewer than 11 employees. 

* Data for mining (Sector 21 in the North American Industry Classification System Manual, 2007 
edition) include establishments not governed by the Mine Safety and Health Administration (MSHA) 
rules and reporting, such as those in oil and gas extraction and related support activities. Data for 
mining operators in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and 
Health Administration, U.S. Department of Labor. Independent mining contractors are excluded 





Establishment employment size (workers) 


11 to 49 50 to 249 250 to 999 1,000 or more 


from the coal, metal, and nonmetal mining industries. These data do not reflect the changes 
OSHA made to its recordkeeping requirements effective January 1, 2002; therefore 
estimates for these industries are not comparable to estimates in other industries. 

° Data for employers in railroad transportation are provided to BLS by the Federal 
Railroad Administration, U.S. Department of Transportation. 

® Data too small to be displayed. 


NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 


SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 
Injuries and Illnesses, in cooperation with participating State agencies. 


Table 4. Incidence rates’ and numbers of nonfatal occupational injuries by selected industries, 2011 


Missouri 
2011 
Average 
Numbers 
Industry” annual Incidence rates’ (Gov) 
employment* 
(000's) 
All industries including 
State and local government?............000cececeeeeeeceeeeees 2,505.5 : 70.5 
Private Industty’:4 3's s:dcice doelldelelc dele delet 3 vee s a oeteeennnee 2,137.6 : 58.2 
Goods-producing® ...........0.0cccccc eee ce cece eneeeeeeesnseseeeeaes 363.0 ; 13.6 
Natural resources and mining™®..............0c0ceccececeeeceeeeeeeeaes 12.1 : 0.4 
Agriculture, forestry, fishing and hunting®............0.ceceeeeeeeeeeeeeeeees 8.0 : 0.3 
Crop production (scope changed in 2009)°.. 2.0... 0c. cece eee eee eee ee eee 2.3 : 0.1 
Animal production (scope changed in 2009)°. 0.0.0... cece cece cece eee cnet ees 3.1 . 0.2 
Mining cddcdddaceddvescdoasacaseisiedsteuesaen ea ee eae eee eee 4.2 : 0.1 
CONSUUCH ON ieee ee RR eae 2.7 
OTIS TENCHU co 40 4 9.914 (9914 (0/914 (0(9(4(0(9.49:04904 9045. eee eee area see teeaeanns 2.7 
Constructionot-buildings2..8 seine SEA ake eiaehahtabeaes ae 0.4 
Heavy and civil engineering construction .......... 0.00.00 cece (sR: 
Specially trade contraclers sei 6 oc aaa ile Sloe alebsdabebsdelisisisiligs 1.8 
WUCULELE Lt Lb: (aaa ae eee eee ee ee er re rec oT 10.5 
WANT ROTTING eis inc 55.5 555.55 5 655 65 5555 9 8 8 98 98 9988 SS 10.5 
POC TST CHINA Swe toc shoecscee slate a. tot acts nsachecicaclacacelncacneledededededededededededededededededededetcdes 1.5 
Textile product mills (scope changed in 2009) ............ 0.0... eee eee eee 0.1 
Apparel manufacturing (scope changed in 2009) ................ 0.2 ed 0.1 
Leather and allied product manufacturing .............0..0 0.000020 eee eee eee eee 0.1 
Wood proguctmanuiactuningd) ...o2c0208 toca nea aUL apie eal ee ele aie ease 0.6 
Raper TAnMACtNINs Pe Oe eT ee ee eee eee eee ae wala aia aa aaa aaa aca 0.3 





See footnotes at end of table. 
Table 4. Incidence rates’ and numbers of nonfatal occupational injuries by selected industries, 2011 -- Continued 





Missouri 
2011 
stake NAICS eH ide ‘ Numbers 
ndustr code? ; ncidence rates (000's) 
employment 


(NNN'e\ 


Printing and related support activities ..... 0.0.0.0... cece ett eee 

Chemical: manufacturing)..a:2¢..2.20200 ool oe oe deed eee Ee Ean eRe eed 
Plastics and rubber products manufacturing (Scope changed in 2009) 
Nonmetallic mineral product manufacturing.............. 00.0. c eee eee 
Primary. metal manutacturing, 2.1: 0220.02 3 ee eee ee ee ek aa nna 
Fabricated metal product manufacturing............0..0..0 0.002 eee eee 
Machinery manufacturing (Scope changed in 2009) ......... 0... cece eee eed 
Computer and electronic product manufacturing ........... 0.0 cece eee eee 
Electrical equipment, appliance, and component manufacturing............-.-.-.-.--/ 
Transportation equipment manufacturing (scope changed in 2009) ..............-.-.-- 
Furniture and related product manufacturing (Scope changed in 2009) 
Miscellaneous Manutactuning.. ce csaadeesae Phebe sees ead bhae es Gah hoeh eh ehadads 


SOrviGeS provid iray x 3545 55 AAA bee eee eee eee ee eeeeens 


Trade, transportation, and utilities’... 20.0.0... 0c cece eee eee 


Wholesale trad@.3.cccceucusucuuuansuauaueuaumn asics ses sehen eee eee eel 


Merchant wholesalers, durable goods ..............0 0.0.0 e eee 
Merchant wholesalers, nondurable goods ..............0 0.0.00. c eee eee eee 


FRG CA tres oissitissidcasin visa asiaynsiavnvia java in’iainyialias aia’aia/aia’avavaresavevaveavetaveavevatetetetetefetateacetate aie ee 


Motor vehicle and parts dealers ........ 0.0... cece eee 
Furniture and home furnishings stores ................ 0.00020 c eee eee 
Building material and garden equipment and supplies dealers ................-.-0-005 
Foodsand: beverage stores sce sei hie EA ARABS VERA 
Health and personal care storeS ... 1... ett teen eee 
GaSOIING STATIONS 32 te be eee en ee eee en eee ee bb ib bike meek 
Sporting goods, hobby, book, and music stores ............ 00.0. e ee ee eee eee eee 
General merchandise stores ..........00 0 cece cette teens 
Miscellaneous store retailers... 1.0.0.0... cece eect eee 
Nonstore fetaile rs: sisis:a% acai aca aiat ata alata na aca a a a aap epee ree ema ac iam ememimainaed 





Transportation and warehousing® Serre rer bear eae pete Rear ede kare gra er eer are ErE EPEC ECR Eee rce ck 


See footnotes at end of table. 


Table 4. Incidence rates' and numbers of nonfatal occupational injuries by selected industries, 2011 -- Continued 


Industry? 
Rail transportation® Shiva CAREER BERGER GEAR RES RRR CREREEAE Dee ee ee tetee sate 
Truck ‘transportation 2.2.20 2 es ee See eae ES PREV E EEN EY SR RRD RR RP R ODO be eee 
Transit and ground passenger transportation ........ 0.0.0 c ete 


Couriers and Messengers... esha casede eke one on eon none oe eeee ke eee k aes 


Missouri 


482 
484 
485 
492 


\yyy 9) 


2011 
Average 
annual Incidence rates! 
employment* 
(000's) 








11 
5.6 
4.2 
6.9 


Numbers 
(000's) 


0.3 
0.4 
0.7 
0.3 
0.4 
1.4 
11 
0.1 
0.4 
1.9 
0.2 
0.2 


44.6 


17.1 


4.0 


1.8 
er 


8.6 


Vl 
0.4 
1.2 
1.6 
0.1 
0.6 
0.1 
2.4 
0.4 
0.2 


3.9 


0.1 
2.2 
0.2 
0.5 


UTHITIOS he oes ee kk ee ee Ba Bae a a tt att le eee 
UWtiITOS saccade eee eee enna ka aa aaa eee eerie 
Information ....... 0.00 nee eee 

ui cel dy e118] | eee ee ae eS Oa esi CO EN ONCE NSO AAA 
Publishing industries (except Internet) . 2.5.6 sec. 0 cee eee eee eee ee ease eee a as 
Motion picture and sound recording industries ............ 0.0.0.0. cece eee 
Telecommunications (scope changed in 2009) ................0 0.0.00. 2 eee eee eee 
Data processing, hosting, and related services (scope changed in 2009) 
Financial‘activities 2.202 ce ae ete ee eek edeebaaeeeeeue cee seveuiis 


Finance and insurance ........... 000s e eee e eee ene eee 


Credit intermediation and related activities ........ 0.0... cece eects 
Insurance carriers and related activities ................ 02 cece eee eee 


Real estate and rental and leasing ............ 00.00 cece eee eee eee eee eed 
Real estate (scope changed in 2009) .......... 2... cece cece eee eee eee 
Rental and leasing serviceS ..........-. 0c c eee eee teen eeenenee 
Lessors of nonfinancial intangible assets (except copyrighted works) ................... 

Professional and business Services ........... 000 cece cece e eee ee eee’ 


Professional, scientific, and technical ServiceS ............00 cece eee ee eee 


Management of companies and enterprises .........-.0.0eee cece ee ee eee eens 





See footnotes at end of table. 
Table 4. Incidence rates' and numbers of nonfatal occupational injuries by selected industries, 2011 -- Continued 





Missouri 
2011 
Average 
Numbers 
Industry? annual Incidence rates' (ees) 
employment* 
(000's) 

Administrative and support and waste management and remediation services ... . 56 145.7 1.9 2.4 
Administrative and support services (scope changed in 2009) ..................2..0.. 561 139.7 1.8 2.1 
Waste management and remediation services ............ 0.00. cece ee 562 6.0 3.8 0.2 

Education and health services ............ 00 ce eee e cece eee eee eee 383.6 4.6 141 


Educational services ......... 0c cece cece eee eee eee eee eee’ 61 40.2 2.1 0.7 


Health care and social assistance ............ ccc eect eee 
Ambulatory health care services ............ 0020 e eee cette eee 
HlOSpitals 2.04.60 -5. Ata: fudged ale alecetecats ace /a(dl'aca'a’a'a’a'aata'a is uaudaudeaud auduenduegdyaduaudlageyand sand peuauauadusd 
Nursing and residential care facilities .......... 00... e eee eed 
Ocal ASSISTANCE :4 5 55.5.2.0.4.5.4.h001056.666.04.4.6.4.6.6.6.0.40.40G0 eet ninth tlh tol nal 

Leisure and hospitality ......... 0.0... ccc ccc eee 


Arts, entertainment, and recreation .......... 2... cece eee eee eed 


Performing arts, spectator sports, and related industries ..............-0-0-0 eee eeeel 
Amusement, gambling, and recreation industries .............. 0c cece eee eee eee 


Accommodation and food Services .........0000 cece eee 


‘ACCOMMODATION... hc tes Ae eo see heheh ee eee obese sear ta teeta tt 
Food sétvices. and: drinking places $3 2eeeeeee eee eeeeree ceeded eee dees See e til 


Other Servic6s:242 cic2c Fst leliee ele eeediereadeeeseceeedau ed 
Other services, except public administration ........... 0:0 e eee e eee eee eee 

Repair and maintenance .......... 0.00.0. eee 
Personal and laundry Services: viee.é.o.peceieied nd atcwte ha auwteegale ab Pale SSS 4544504545 
Religious, grantmaking, civic, professional, and similar organizations 
State and local government .......... 0.0.00 c cece eee eee 
State government .......... 0... c cece 

See footnotes at end of table. 


Table 4. Incidence rates' and numbers of nonfatal occupational injuries by selected industries, 2011 -- Continued 


Missouri 


2011 
Average 
Industry” annual Incidence rates’ 
employment* 
(000's) 





DOTVICS DOV GIG 6 ii AAA AAA EEE EE ES EE YS OR -- 
Public SOMiINISHSON 5 o:0:0:0e eee eee eee Ree RRR ORR E RE -- 
Public administration ..3.40660060060040edeeeeeeeeeee sence eee eee 92 -- 
Local GOVERNMENT ss sense e eae eae eae eae RR ULL UILR ILRI ORI 277.3 


Goods-producing® .........0.cccceee cece eee eseseeeeeveeeeeeteeueues 5:9 


4.5 


7.4 





Numbers 
(000's) 


9.8 


0.4 


bre yac gC ert t ys PRR RTT I I Ch Rear rere arene eer eee 
CONSTRUCTION oo a ssisa isin iaini iin inline RR a a a a 
Heavy and civil engineering construction ........... 00.0: cece ete ee 
SOVvice- Providing vesicle hi hi Ei EE EEE Ea EE EE EE EE SEES EE be 

Trade, transportation, and utilities® 


Transportation and warehousing® nine avrlavavlars arbsfarr aera eva eras eras ere rae rs rs rear 






Transit and ground passenger transportation 
VUES soso oBOOUOo i aaaadaidididdididddaas 
ee ee ee ee a ee ee a ae Ce nT ee ee eae ee ee gy ga 
Education and health services ........... 00. ccc cece e eee eee eee eee 
Educational Services ciccccccccecee reer error oer ree RRRKERMERRE AREA E AR 
Egucalenal SOWiCeS 6.44 caer ceeeee eee eee eee eee eee eee aia nad ead Had HE 
Health care and social assistance ............ cece eee tees 


See footnotes at end of table. 
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Missouri 
2011 
Average 
Numbers 
Industry” annual Incidence rates’ (000's) 
employment* 
(000's) 
(ait O11: | co ee ae ee oe eae eae a a rena ae rarer aaa eae areas 1.3 
Nursing and residential care facilities .............. 2.6.0 cece eee eee eee (°) 
Public AGMINIStratiON -:i-ici:i:dsd-dedcanarayarenaranararanaranaranaranaravele‘e late ete nie 'ae eee ee eceaeaee 2.5 
Public administration ........... 0000 e eee eee eee eee eee eee eee 2.5 
Justice, public order, and safety activities............... 00.00... eee ee eee, 1.9 
' Incidence rates represent the number of injuries per 100 full-time workers and were calculated as: Department of Labor. Independent mining contractors are excluded from the coal, metal, and 
(N/EH) x 200,000 where nonmetal mining industries. These data do not reflect the changes the Occupational Safety and Health 
Administration made to its recordkeeping requirements effective January 1, 2002; therefore estimates 
N = number of injuries for these industries are not comparable to estimates in other industries. 
EH = total hours worked by all employees during the calendar year ’ Data for mining operators in this industry are provided to BLS by the Mine Safety and Health 


200,000 = base for 100 equivalent full-time workers Administration, U.S. Department of Labor. Independent mining contractors are excluded. These data 


(working 40 hours per week, 50 weeks per year). 


? Totals include data for industries not shown separately. 

3 North American Industry Classification System 2007 Edition 

: Employment is expressed as an annual average and is derived primarily from the BLS-State Quarterly 
Census of Employment and Wages. 

5° Excludes farms with fewer than 11 employees. 

5 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) 
include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and 
reporting, such as those in oil and gas extraction and related support activities. Data for mining operators in 
coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. 


do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 
requirements effective January 1, 2002; therefore estimates for these industries are not comparable to 
estimates in other industries. 

® Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, 
U.S. Department of Transportation. 

* Data too small to be displayed. 


NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 

SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 

Injuries and Illnesses, in cooperation with participating State agencies. 


Table 5. Incidence rates’ and numbers of nonfatal occupational illnesses by industry sector and category of illness, 2011 


Total Skin 
cases disorders 


Missouri 


Industry sector” 





Incidence rates per 10,000 full-time workers! 





All industries including State and local government ............0.+00005 
Private. INdUSTIV ni cadcee cc etedacdds dee nado $4444 Sacrmmreceene 
Goods-producina®.........0.cccc cece eee eee e cece eeeeeeeeeeaes 
Natural resources and minina™’.............0.eceeeeeeceeeeeed 
Aariculture, forestry, fishing and hunting’. ................005 


Manutacturinng eisai ee eee ae eee 
Service-providing ..........0 cee cece eee eee eee ened 
Trade, transportation, and utilities’ ............ 0. ccc eee e eee eee 
Wholesale trade’: 2:2... ccceaeedeeeedddae eden eer ee eenaeaee 
Rotallitrad@:.scscccicccevcute eevee cena hhnneneheneniewe « 
Transportation and warehousina®..............00s0eeeeeeeed 
Utilities 52 Foot aos aesee se sae be acinioicinwinlomelnlelnelselials alee 
IATORMAION cise a 3. aceveceuacevecevevevevaves ave. aver bvel-cvaver'aJavastrasaQasayapadaravareparapages' 
Financial activities .......... 00 c eee 
Finance and insurance ...........0.00 ee ee eee e eee eee 
Real estate and rental and leasing ...............000eeeeeeee 
Professional and business serviceS...........020eeeee eee eeeee 
Professional, scientific, and technical services 
Management of companies and enterprises...............+++ 
Administrative and support and waste 
management and remediation services ...........+.+202005 
Education and health services ............000seeee eee e eee eee 
Educational services .........0.0 cece e eee eee eee eens 
Health care and social assistance ...........000c eee eee eee 
Leisure and hospitality .......... 0.0.0 c cece eee eee eee 
Arts, entertainment, and recreation ..............00ee eee eee 
Accommodation and food services ...........020eee cece eeee 
Other serviceS .........00 0c cee eee eee eee eee eee 
Other services, except public administration...............+. 
State and local government .......... 00.00 cece cece eee eee 
Stale GOVEMINGN Shedd hc ded daddaadddaddaddadan aa aaa mae came” 
Local GOVEMnIMNG@NE: .34544555555545545 24000400208 2 ROT 


PRRARHHAD OD 
~ ~-r~r-~r~r-~wr~w~DND 








' Incidence rates represent the number of illnesses per 10,000 full-time workers and were calculated as: 
(N/EH) x 20,000,000 where: 


N = number of illnesses 
EH = total hours worked by all employees during the calendar year 
20,000,000 = base for 10,000 equivalent full-time workers (working 40 hours per week, 50 weeks per year). 


* North American Industry Classification System Manual, 2007 Edition 

° Excludes farms with fewer than 11 employees. 

* Data for mining (Sector 21 in the North American Industry Classification System Manual, 2007 edition) include 
establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, such as those 
in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and nonmetal mining 
are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. Independent mining 
contractors are excluded from the coal, metal, and nonmetal mining industries. These data do not reflect the changes 


Respiratory aw Hearing | All other Skin 
Ms Poisonings : : 
conditions loss illnesses disorders 





Respiratory 
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OSHA made to its recordkeeping requirements effective January 1, 2002; therefore estimates 


for these industries are not comparable to estimates in other industries. 

° Data for employers in railroad transportation are provided to BLS by the Federal Railroad 
Administration, U.S. Department of Transportation. 

® Data too small to be displayed. 


NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 


SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 
Injuries and Illnesses, in cooperation with participating State agencies. 


Table 6. Incidence rates’ of nonfatal occupational injuries and illnesses by industry and case types, 2011 


All industries including 


Industry” 


State and local government®............0.00cececeeeeeeeeeeees 


Private Industty’:.5 5% Sisco even ads 


Goods-producing® 


Natural resources and mining®” ..............0ccceceececececeeeeeeeenes 


Agriculture, forestry, fishing and hunting®..............0ccccececeeeeeeaeeees 


Crop production (scope changed in 2009)° lia tebe erti deeded eee e tees deeee 
Animal production (scope changed in 2009)°.... 20.0... cece cece eee eeeeeeeeeeeeeeed 
Poultry and egg production® 0... 0... eee ccc cece eee eben eees 


MINING cw seceoeecencaeacensaeacensaeaeaoo nba eee ees 


Coal mining®........... 


Nonmetallic mineral mining and quarrying® a stizvaciviancaviw avayay ayiayiey aviqsey‘arigstey'apistey'avigsentarisvensereysepsreysenase 


Construction....... 
Construction.......... 


Construction of buildings ... . 


Residential building construction... .......... 000 c cece eect eee 
Nonresidential building construction... 1.0.0.0... 0c cece teens 
Heavy and civil engineering construction........... 00.0: cece ete 


Utility system construction 


Highway, street, and bridge construction. ..............2..0 0.000002 002s 


Specialty trade contractors . . 
Foundation, structure, and 


building exterior contractors 


Glass and glazing contractors ........ 0.0... ee eee 


Roofing contractors . . . 


See footnotes at end of table. 


Table 6. Incidence rates’ of nonfatal occupational injuries and illnesses by industry and case types, 2011 -- Continued 


Missouri 


Missouri 


NAICS 


2011 
Average 
annual 
employment* 
(000's) 


2,505.5 
2,137.6 
363.0 
12.1 
8.0 

2.3 


3.1 
1.1 


2011 
Average 


Cases with days away from work, job 
transfer, or restriction 


Total 
recordable 
cases 


Cases 
with job 
transfer or 
restriction 


Cases with 
days away 
from work® 





Cases with days away from work, job 


transfer, or restriction 





Total 


Other 
recordable 
cases 


Other 


code® 


annual recordable 
employment* cases 
(000's) 


Industry” 


Building equipment contractors ..... 0.0... eee 
Plumbing, heating, and air-conditioning contractors .......... 0.0.0 cece eee 
Other building equipment contractors ............2.000 0c cece eee eee 

Building: fnIShING CONUACIOS acca kee AAA ee 
Drywall and insulation contractors ......... 0.060 c eee eee tte 
Painting and wall covering contractors .............. 0.00. e eee eee eee ee 
FIGONNG CONMACIONS F546 aonb ede REEEREERIIREEREEEEOEECERCERCERCEEGEE OG 
Finish carpentry contractors... sc ncccecc sere eee eee Sooo ake ska k a RRR RRA MAA 
Other building finishing contractors .... 1.0.0... 000 c cece cette eee 


UEC eee eee eee eee ee eee eee eee CeCe TCC TUT ECCT TC TCC TCT ey 
UC ULLEL Ec 001g UL) 2 gs sg ga a ga a ggg ga ag 


geree Misc ult) £21) 1510 [en Rime tay Rt av hy RY avy RY avy RY av ay RY av ay RY av ay RY ava Tao eee sess ee ses eee ee 
Animal food manufacturing .......... 0606 c eect ttt eee eee 
Gran-and Oilseed MmMiNg 2200 re a eee eee eee eee eee Ree RRR Reece cee ceenaneee? 
Dit yy COCULICE TH VAUUD TRC UL TIEN 655.1255 25 a3 e5e baba Dada dada dada de dudes addonododoeodon Giaaw eau eo ueeesoer eee 
Animal slaughtering and processing. .............. 0.000 c cece eee eee 
Bakeries and tortilla Manuiacuring:.. gave dde dda eee dee dase sas sae eee oowedoNoed 
Bread and bakery product manufacturing .............-0 eee eee ee eee eee 
Gommiercial’ bakeries i222 nia hase iee devi vdewineuaneeaieae aera eeieneereety 
Textile product mills (scope changed in 2009) ....... 2.0... eee ee 
Apparel manufacturing (scope changed in 2009) ......... 2.0... c ceed 
Leather and allied product manufacturing .............0..0 0.000002 eee eee ee eee 
Wood product manufacturing ........... 0... eens 
Sawmills and wood preservation. ... 0.2.0.0... 00s 
Veneer, plywood, and engineered wood product manufacturing 
Oiner wood product Manuiacniting << <2 nee oe ee et ee eva en ee eel 
Paper rmianiiatining) ..<i02/4233 23945422955 325 55435455034 Deere eer eee ee ees 
Printing and related support activities .......... 0.0... eee cette ee 
Chemicalmanutacturing:..© 222 2% 22nd atta asadadadadananendel 
Pharmaceutical and medicine manufacturing............... 0.0... eee ee eee 
Paint, coating, and adhesive manufacturing .............. 0.00.0 cece eee ee 
Soap, cleaning compound, and toilet preparation manufacturing 
Other chemical product and preparation manufacturing ...............-0-02e eee eee 


See footnotes at end of table. 
Table 6. Incidence rates’ of nonfatal occupational injuries and illnesses by industry and case types, 2011 -- Continued 


Missouri 


2011 
Average Total 
Industry” annual recordable 


employment* cases 
(000's) 








Cases with Cases recordable 
Total days away with job cases 
from work® transfer or 
restriction 


Cases with days away from work, job 
transfer, or restriction 


Other 
Cases recordable 
with job cases 

transfer or 

restriction 


Cases with 
days away 
from work® 


Plastics and rubber products manufacturing (scope changed in 2009) ..............-.-. 326 15.0 47 2.4 0.9 1.5 2.3 


Plastics product manufacturing (scope changed in 2009).............-...-.-2-2--4 3261 11.7 4.9 2.2 0.9 1.3 2.6 
Rubber product manufacturing (scope changed in 2009).....................0000. 3262 3.3 4.2 3.2 1.0 2.2 1.0 
Nonmetallic mineral product manufacturing.............. 0.000. e eee eee 327 7A 411 3.2 2.0 1.2 0.9 
Cement and concrete product manufacturing. .............. 0. cee eee eee eee 3273 4.3 3.6 3.0 2.3 OF -- 
Pritiary metal manulactring:..0¢2. 220 .c0eeCass severe eee eee ee eae DaRweRRARmR Dees 331 7.1 5.7 32 1.5 LF 25 
Fabricated metal product manufacturing............0..0 0.0.00. c eee eee 332 28.7 5.3 2.6 11 1.5 2.7 
Forging and stamping ........... 0... c cece eee e enn n nee e eens 3321 1.0 7A 2.3 Ce) (1%) 4.8 
Architectural and structural metals manufacturing ................ 0.00.0 e ee eee 3323 6.5 7.3 3.7 1.4 2.3 3.6 
Boiler, tank, and shipping container manufacturing...............0..0..0..0..0.-. 3324 2.2 8.7 48 2.0 2.8 3.9 
Hardware manufacturing .......... 00... cece eee 3325 0.1 (Gas) «e ("°) E%) es) 
Spring and wire product manufacturing..............0..0..0 0.000022 e eee eee 3326 1.5 6.1 3.5 1.6 1.9 27 
Machine shops; turned product; and screw, nut, and bolt manufacturing.............. 3327 4.2 2.8 0.7 0.5 Cx 2.1 
Coating, engraving, heat treating, and allied activities................... 0... e eee 3328 3.2 5.1 3.6 t2 2.4 1.6 
Other fabricated metal product manufacturing ............. 0.00.0 e eee eee 3329 oF 3.8 1.6 0.8 0.9 22 
Machinery manufacturing (scope changed in 2009)...................0..0.00.0000-4 333 25.8 4.7 2.4 0.7 1.6 2.3 
Ventilation, heating, air-conditioning, and commercial refrigeration 
equipment manufacturing (scope changed in 2009) .................0..0..0.00. 3334 8.5 4.9 2.9 0.8 2.0 2.0 
Metalworking machinery manufacturing...............0..0 0.000000 0 2c e ee eee 3335 4.7 3.7 1.7 0.7 1.0 1.9 
Computer and electronic product manufacturing .............. 0.00. e eee eee eee eee 334 5.6 1.3 0.6 0.4 0.3 0.7 
Electrical equipment, appliance, and component manufacturing............-...-.-.--/ 335 11.0 4.2 2.0 0.5 1.5 2.2 
Other electrical equipment and component manufacturing........................4 3359 5.4 48 2.5 0.7 1.8 2.4 
Transportation equipment manufacturing (scope changed in 2009) ..............-.-+-- 336 34.0 7A 2.9 1.0 1.9 4.2 
Furniture and related product manufacturing (scope changed in 2009).................4 337 7.4 3.5 1.5 0.4 14 2.0 
Household and institutional furniture and kitchen cabinet manufacturing 
(scope Cnanged 112009) an. cnckecgeneeeeeadeee chester es dunnen en nannanwanse 3371 4A 4.0 1.7 (i) 5 24 
Miscellaneous manufacturing ......... 0.0.00. ee 339 7.4 2.9 1.8 2 0.4 14 
Ss Bd a ALLS 2 LL) RAR RR a aR a SR 1,774.6 3.2 15 0.7 0.8 Le 
Trade, transportation, and utilities’... 0.0... ccc cece eee eee ee eee eee 508.9 41 2.4 1.2 1.2 1.7 
Wholesale trade. ei.ccccececeaeceeinneicieini ew inieien ince ierereicieunseieceieieisicieueueimacioiaveseeceene 42 117.7 3.7 2.2 1.2 1.0 1.5 
Merchant wholesalers, durable goods .................0 00002 e eee ee 423 55.5 3.6 2.2 1.4 0.7 1.4 
Motor vehicle and motor vehicle parts and supplies merchant wholesalers ............ 4231 9.0 4.7 3.1 1.3 1.8 1.6 


See footnotes at end of table. 
Table 6. Incidence rates’ of nonfatal occupational injuries and illnesses by industry and case types, 2011 -- Continued 


Missouri 


Cases with days away from work, job 
transfer, or restriction 


2011 
Average Total Other 
Industry” annual recordable Cases recordable 


Cases with 
with job cases 


transfer or 
restriction 


employment* cases 
(000's) 


days away 
from work® 





Machinery, equipment, and supplies merchant wholesalers ...........-..-2-2+0-005 4238 13.8 1.9 0.9 0.4 0.5 1.0 
Merchant wholesalers, nondurable goods ...............0 0.0.00 cee eee eee 424 36.9 4.7 2.9 bo 1.4 18 
Grocery and related product merchant wholesalers ................0..2..0-00200- 4244 11.4 73 4.3 2.3 2.0 3.0 


Retail trade... ccc enc teen ent eee n em nen enee tenet eenenenennenene” 44-45 299.9 4.0 2.2 1.0 1.2 1.8 


Motor vehicle and parts dealers. oo ccs sca cade eee aa seas aes eee een eae wre W ee Wee ery 441 35.7 3.4 1.3 0.8 0.5 2.1 


Automobile:dedlersi ui aciee tact tates eee ee enene eee een 4411 21.7 4.0 11 0.9 0.2 2.9 
Automotive parts, accessories, and tire stores...........0..0 0.0.00 ..0 000200000. 4413 11.3 2.6 1.7 = 1.1 0.9 
Furniture and home furnishings stores ................ 0.00000. e eee eee eee 442 tae 6.7 5.1 2.6 -- -- 
Building material and garden equipment and supplies dealers ................-.-02005 444 26.2 5.3 3.3 1.5 1.8 2.0 
Building material and supplies dealers ............ 0.00.00. e eee eee 4441 21.4 45 2.8 0.8 1.9 1.7 
Pood-and beverage slores Hi nsis i caa a toni aaauu def ee foo 22222228 445 48.0 4.6 2.8 1.3 5 1.8 
GOCONY SlOLES? es. et ace ete Steet cese neues tence te neta nent tbe hes chest lt eta te tole Dale Gt La 4451 43.5 4.2 2.4 1.2 1.2 1.9 
Health and personal care stores... 1... 0. eee teen 446 19.1 0.9 0.8 0.8 ("°) (") 
MERE HTIIAS SECO ois anus sserwteigna weitcar ign ggg nom Om ere LP PLP LVR Yh Ym Mb Vcr 447 24.5 3.4 0.9 0.3 0.5 2.5 
Sporting goods, hobby, book, and music stores ............. 000 e eee eee eee eee eee 451 11.9 1:5; 0.6 Cs) 0.4 0.9 
General merchandise stores ...........0. 000 eee 452 68.8 5.0 3.2 0.8 2.4 1.8 
Miscellaneous Store Tetdll6rs occa cee cece tthe dead eddcddewssnademennennen qemu 453 16.2 - 2.2 0.7 1.5 - 
Nonsiore tetallers.. ci corer seo errtyar eee ee eee Doe HOE ROOR ODDO EEE REL: 454 10.2 3.7 2.8 - 0.8 0.9 
Electronic shopping and mail-order houses ..............0..0 000000000 cee eee eee 4541 7A 2.2 1.3 0.3 0.9 0.9 
Direct selling establishments i2.5.44:4 4 tAee soe Bet 4543 1.9 10.5 10.5 10.5 ("°) (7) 
Transportation and warehousing®............0.eccecececeeeeceeeeeeceeeaeas 48-49 78.8 4.9 3.3 2.0 1.3 1.6 
Railtransportation wriwsgs 2 asses tees ens says yes yes sak peneraeeeerewneereaess 482 - 1.2 0.8 0.7 (195 0.4 
TEU ANS DON GON Sto Syed Uy oy Ue tee ates Stes Ste Stes Sema ree mre me a mreCueTeluiRts 484 36.1 5.8 4.0 2.4 1.6 1.8 
Generalifreight trucking): «5 ..c.ccnaceasnsagagagagsasaneeteeeee le 4841 23.4 3.9 2.4 1.8 0.7 1.5 
Specinlized Treight trucking . <2 c. 2 eee 45 bt 5 tht kt te ieee tbh eb bee baba 4842 12.8 9.6 7.2 3.8 -- 2.3 
Transit and ground passenger transportation............... 0.00.00 e eee eee eee 485 8.3 4.3 1.6 0.9 0.7 2.7 
Gouriers.and: Messenders:. connor cd Pa PE Peer Pee R Pree ares PRPORacansceeeceoeaner 492 8.4 74 5.8 3.1 2.7 1.6 
UUM OS. 525256005 35.000 00 0006500 C8 COORD Rao RR RRR RR RAAT RASS RETA ROR ROOMS g 22 12.5 4.6 2.4 1.0 1.4 2.2 
HITS S cere eee det hoe ese dade ha eee eet Leta See A AAAS RAAARAR ARAB ERA A Sai 221 12.5 4.6 2.4 1.0 1.4 2.2 
Electric power generation, transmission and distribution......................0... 2211 8.6 3.5 1.6 0.8 0.7 2.0 


See footnotes at end of table. 
Table 6. Incidence rates’ of nonfatal occupational injuries and illnesses by industry and case types, 2011 -- Continued 


Missouri 


Cases with days away from work, job 


2011 transfer, or restriction 


Average Total Other 
Industry” annual recordable Cases recordable 


Cases with ith iob 
days away with jo! cases 
transfer or 


from work® ae 
oN restriction 


employment* cases 
(000's) 





DN FEV (T= | Bre Fe tere [Eos | 6] 0) 1 ee ere RR 2212 2.6 8.7 5.0 1.7 3.3 3.7 
Water, sewage and other systems .... 2... 2. occ eee 2213 1.3 3.8 3.2 (Gans) 2.7 ("°) 
INTORM ANON hee ee ee EER EEE EEE EER EERE ED PPD PDP RPP EDP EDP eee ees 55.9 1A 0.6 0.4 0.2 0:5 
Dre POr Tat 560006 605 2 EG eee Sees Meee eee eee ee eee a 51 55.9 11 0.6 0.4 0.2 0.5 
Publishing industries (except Internet)................. 00.0000. e eee eee eee 511 15.0 1.2 0.7 0.4 0.3 0.5 
Newspaper, periodical, book, and directory publishers .............-.202000e ee eeee 5111 12.7 1.4 0.8 0.4 0.4 0.6 
Motion picture and sound recording industries ............ 0.00.00. eee eee 512 3.6 3.1 2.3 -- 2.0 -- 
Telecommunications (scope changed in 2009) ...........---00ee eee ee eee eee eee eee 517 19.7 0.9 0.5 0.5 (2) 0.4 


Data processing, hosting, and related services (scope changed in 2009)................ 518 10.1 0.6 0.2 Ce) ie) 0.4 


Financial activities ........ 0.00 cette tees 154.6 1.2 0.3 0.2 0.1 0.9 


Finance and insurance ............ 00 cece eee eee cece eee eeees 52 118.8 0.9 0.1 0.1 (™) 0.7 
Credit intermediation and related activities... 0.0.6.0... ene 522 55.8 7 0.1 0.1 (1°) - 
Insurance carriers and related activities .............. 0.000002 eee ee 524 42.6 0.7 0.1 0.1 0.1 0.6 

Real estate and rental and leasing .............. 0c eee e eee ee eee eee eed 53 35.8 2.5 0.8 0.3 0.5 1.6 
Real estate (scope changed in 2009) ................ 0.0.00. 22 e eee ee eee eee 531 24.9 25 1.1 0.5 0.6 1.4 
Rental and leasing services ..... 0.00.00 532 10.6 2.5 0.4 (Gis) -- 21 
Lessors of nonfinancial intangible assets (except copyrighted works) ................... 533 0.3 (Co) (2) (") (") (725. 

Professional and business Services ..........0. ccc c cece eee cece eee’ 329.0 1.4 0.5 0.4 0.2 0.9 

Professional, scientific, and technical services ...........0.0 eee e eee eee 54 122.6 1.0 0.3 0.2 0.1 0.6 

Management of companies and enterprises .............00 ccc ee cece eee eee eee 55 60.6 1.2 0.3 0.1 0.2 0.9 

Administrative and support and waste management and remediation services ... . 56 145.7 2.0 0.9 0.6 0.3 1.2 
Administrative and support services (scope changed in 2009) ..............-.-0-0e0ee 561 139.7 1.9 0.8 0.6 0.2 1.1 
Waste management and remediation services ............. 0.00. c eee eee 562 6.0 3.8 17 0.7 ee 2.1 


See footnotes at end of table. 
Table 6. Incidence rates’ of nonfatal occupational injuries and illnesses by industry and case types, 2011 -- Continued 


Missouri 


Cases with days away from work, job 
transfer, or restriction 





2011 
y NAICS piety thee mele | 
Industr ode? P recordable Cases with ne recordable 
employment cases days away with jo cases 

(000's) fom wore transfer or 

one restriction 
Education and health services ............ 0c e eee e eee 383.6 4.9 2.0 0.7 1.3 2.9 
Educational serviceS ......... 0c cece ete e eee eee eee eee eens 61 40.2 2.1 0.7 0.4 0.3 1.5 
Health care and social assistance .......... 00 cece eee ee eee eee 62 343.4 5.2 2.1 0.8 1.4 3.1 
Ambulatory health care services ............... 0.000002 cee eee eee 621 104.0 2.2 0.6 0.3 0.3 1.6 
Offices: of physicians’: ..... 2. 2.2.0.2e.seieteseteast eos eee ad ad aod ands liga’ alla’ ale lal ele ele ee alate 6211 39.3 1.7 0.2 0.2 -- 1.5 
Offices:of- dentists) (iif ttie et ISPS SSE CC HESS TE LCE CEC ROUT COLL CREE 6212 13.8 1.5 «) ("°) (") 1.5 
Offices of other health practitioners .............0...0 00 c cece ceed 6213 13.7 0.7 0.2 () 0.1 0.5 
HACER THe IVU eae EI 5s ey Ba Ot nn no nee ee 6216 18.4 4.0 23 11 12 Tat 
Hospitalsi. tose eve Vata ake sae tues Clee en eeuas eaeoe shee sib e nee eee 622 117.9 6.9 22 0.7 1.5 4.7 
General medical and surgical hospitals ................0..0.00.00.00-00.00...-] 6221 111.7 6.7 2.1 0.7 1.4 4.6 
Nursing and residential care facilities .............0..0 0.0.00 623 71.2 7.6 3.9 1.4 2.5 ae 
S0cial. assistance... 55.555 35355502002. b bab Ea bE babe heen ee ease ew ee 624 50.3 4.3 2.8 0.9 a 1.5 


Leisure and hospitality........... 0... ccc ccc eee 271.9 3.4 1.2 0.6 0.6 2.3 


Arts, entertainment, and recreation ........... 00. cece eee eed 


Performing arts, spectator sports, and related industries 
Amusement, gambling, and recreation industries .............. 20 c eee eee eee eee 


Accommodation and food Services ......... 00.0 cece eee eee 
VACCOMIMOG ALON cetera state totet rh noteer st eseesnen ners snnsrn tet AAA ORO A AAO ROAR AAA ET 
Traveler accommodation .............. 0: cece eee eee eed 
Food services and drinking places ........... 0.0... eee 
Full:service:restaurantsis2 nc cacgededegegegearedededgeadennageaeaeenacaawand 
Littited-Senvice Gating PIACOS 3 eee oy eee eee EEE EEE ERE ERE ECE LEGER 


Other services oi. ssh bi i ae deeded ded ded ded deeeed 


Other services, except public administration ...........0 0c ee eee eee eee eee 





See footnotes at end of table. 
Table 6. Incidence rates’ of nonfatal occupational injuries and illnesses by industry and case types, 2011 -- Continued 


Missouri 


Cases with days away from work, job 
transfer, or restriction 





2011 
NAICS a eek c asi 
Industry” code? : recordable Cases with na recordable 
employment cases days away with jo! cases 

(000's) froin were transfer or 

omwe. restriction 
Repair atid Maintenance 22+ asssvshe ee eene we nee weheae Neon abn knneekennennes 811 23.2 3.6 2.1 2.0 ee -- 

Commercial and industrial machinery and equipment (except automotive and 

electronic) repair and maintenance .............. 020 cece eee tees 8113 2.8 7.9 44 3.6 -- 3.8 
Personal and lauridry Services ois cicee.ieareet beet ba eo oe Pee eee cee ceegad 812 25.2 3.3 0.9 0.4 0.5 2.4 
Religious, grantmaking, civic, professional, and similar organizations .................. 813 22.4 1.7 0.6 0.2 0.4 1.1 
State and local government .......... 00.000: c cece e ee eee eee 367.9 411 1.4 1.0 0.5 ead 
State government ........ 0.0 c eee ee eee ee eee eee eens -- -- - -- - -- 
SOMVIGS Plow Li ERR EERE EERE ERP EER RRR RRR RR RR RRR -- - - - - - 
Public administration ......0...0 0.00.0 cece eee eee eee eee eee” -- - - - - - 
Public administration. ...45.25.eseeneeeeee eae eee baka caacaueaaeaae aman nas 92 -- - -- - - - 
Police protection (...c¢eae ee eee eee eee eee RSET TA cane hee SGC ebhGeebheeebor: 92212 1.6 5.6 1.5 1.5 (3 41 
Local governments 6 o66ss cesses esse eee sana snag aagnagnagqenaawy 277.3 4.7 1.6 1.0 0.6 3.1 
Goods-producing® ..........0 0.0 c cece cence een e ence nec e ene eneeneneens 5.9 74 5.9 48 = 1.5 


CONSTRUCTIONS 9 2:2: diacdias dodedideddndidndndndrdndedndedndn drdh20S Waa decesiacuacaecaGucedecedecedudeducessveiavers oa 7.4 5.9 4.8 ae 1.5 


COTS TENCHU 540 9499/4 (9914 (9(9(4(0(9(4(0(040 040440440 e ee See eee ORO e eRe ERE 
Heavy and civil engineering construction ......... 00.0. cece ete 
MOIVICR-DIOVICINIG 66 664464554 ee ee 5555599449449.449949455449 
Trade, transportation, and utilities® 
Transportation and warehousing’ ViewNGe Genesee heseeeeeeeereree sees wranne a 
Transit and ground passenger transportation 
VUES con ednsanseeeneeeEeeEEOEEER ERRORS 6Lh6LNELR ORACLE EREEREERREREE OES 
See footnotes at end of table. 
Table 6. Incidence rates’ of nonfatal occupational injuries and illnesses by industry and case types, 2011 -- Continued 


Missouri 


Cases with days away from work, job 


transfer, or restriction 


2011 
Average Total 
Industry” annual recordable Cases with Cases 


with job 
transfer or 
restriction 


employment* cases 
(000's) 


days away 
from work® 


ULTRA RR RRR CRRA RCN SERRA CER ROR RR CR RoE An EE ee eee 
Water, sewage and other systeMS ........ 0.0 cece teen eee 


Education and health services ............ 0c e eee e eee eee eee eee eee 
Educational services .........0 0c cece eee cece ee ee eee eee eens 


Educational -Services:2c2% ssa eee PR SE SEER ER ER ER ER EGE UE OP Oe oe oP eRe DERE ANHED 
Elementary and sécondary Schools osc KR aaa a 


Health care and social assistance ......... 000: e cece eee teen eee 


Hospitals. eee ee eke inne eee neneeeheceerereeaeaeuateteteteeran ey 
Nursing and residential care facilities .......... 0.0... eect 


Public: administration si). )6% isis ieee eae ee ee see ee ee eran 
Public: ACmminiStration cia: a:aia:aia:eiacane anarenarataiaraianatarata’ata’ate’ata’aieleelete ae ale lete teeta eee, 
Justice, public order, and safety activities ......... 0.0.0 ccc tee 


See footnotes at end of table. 
Table 6. Incidence rates' of nonfatal occupational injuries and illnesses by industry and case types, 2011 -- Continued 


Missouri 


Cases with days away from work, job 








Other 
recordable 
cases 





tranefer nr ractrictinn 


Industry” 


Justice, public order, and safety activities ......... 0.0... 
BOIS FTA VE SSE CRT tito evr o Y L P LP PP P VL 
FIG’ PrOteCtiOn rics ss vacation tet remneeceeetericeresereielehne dake a 


' Incidence rates represent the number of injuries and illnesses per 100 full-time workers and 
were calculated as: (N/EH) x 200,000 where 


N = number of injuries and illnesses 

EH = total hours worked by all employees during 
the calendar year 

= base for 100 equivalent full-time workers 
(working 40 hours per week, 50 weeks per year). 


200,000 


? Totals include data for industries not shown separately. 

3 North American Industry Classification System 2007 Edition 

g Employment is expressed as an annual average and is derived primarily from the BLS-State 
Quarterly Census of Employment and Wages. 

3 Days-away-from-work cases include those that result in days away from work with or 
without job transfer or restriction. 

° Excludes farms with fewer than 11 employees. 

” Data for mining (Sector 21 in the North American Industry Classification System -- United States, 
2007) include establishments not governed by the Mine Safety and Health Administration (MSHA) 
rules and reporting, such as those in oil and gas extraction and related support activities. Data for 
mining operators in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and 





wanes, UE rou 


2011 


Average Total Other 
annual recordable Cases with Cases recordable 
employment* cases days away with job cases 
(000's) irom wore transfer or 
restriction 
3.3 


Health Administration, U.S. Department of Labor. Independent mining contractors are excluded from 
the coal, metal, and nonmetal mining industries. These data do not reflect the changes the Occupational 
Safety and Health Administration made to its recordkeeping requirements effective January 1, 2002; 
therefore estimates for these industries are not comparable to estimates in other industries. 

* Data for mining operators in this industry are provided to BLS by the Mine Safety and 
Health Administration, U.S. Department of Labor. Independent mining contractors are 
excluded. These data do not reflect the changes the Occupational Safety and Health Administration made 
to its recordkeeping requirements effective January 1, 2002; therefore estimates for these industries are not 
comparable to estimates in other industries. 

° Data for employers in rail transportation are provided to BLS by the Federal Railroad 
Administration, U.S. Department of Transportation. 

1° Data too small to be displayed. 


NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 


SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 
Injuries and Illnesses, in cooperation with participating State agencies. 


Table 7. Numbers of nonfatal occupational injuries and illnesses by industry and case types, 2011 


(In thousands) 


Industry’ 


All industries including 
State and local government?...........00ccceceseeeeeeeeeeeeee 


Private industry® SEAMEN RT RR RON RE APRA RR PR RCAC A eS SSS SE RO OORT 
Goods-produicing’:.2. ieee eee eee eee eee ened 
Natural resources and mining’®..............0ccecceceecnccnecneeeeuees 
Agriculture, forestry, fishing and hunting? podieidtdidid teeta oie al elelale’elelelelelelele’e el eleielevetals 


Crop production (scope changed in 2009)° gneve a aa eoeauaindauelndiedaieeeueisisusieieeaieule 
Animal production (scope changed in 2009)°. 0.20.2... ccc cece eee ete eee e eens 
Poultry and egg production® not Shad atl aioe e\o'e a 'e'a aca 'n'e n noe oe Bo oleate cot etete 


Mining® Raia cu aiataanaiatatanatavana)anaianatanauanavayavaiavahavanavahantab eae ae asd wae wae oe ee ee eek Te Ee 


Coal mining, ics een nn NNN NN a a a Aaa al 
Nonmetallic mineral mining and quarrying’ Oe ee ae 


CMS trent nn aot cat ak sa cea eee CE eee ee eee emewees 
Construction. :.0.. AAA AA AMARA AAAS AS ASA AAA A iCall uunsunaunaunsurcayayeougny 


Gonstruction‘of buildings: :monenostaseeeoer ree eo soot Ne Na eee N ewes 
Residential building construction... .......... 0000 c cece tte 
Nonresidential building construction............ 00.000. c eee eee 

Heavy and civil engineering construction............. 00.0. 
RETITFy Se VSECIe OTS IONE cc ccc nten Sethe chr tre sh tisniuisehntenptalabedalapuatentieipnababes as 
Highway, street, and bridge construction. ...........0..0 000.0000 c eee eee eee 

Specialty trade-corittactors : 2... eases b eee cake eR eo Ree RA EA Ae ee eeeaeeaeeenes 
Foundation, structure, and building exterior contractors 

Glass ahd GLAZING CONUACIONS cscs cutee wishes RE ROR RORRRE EOE 
Roofing :contractors.styiseivaetatal alah vatvalavaeslanloamaRane Ghee Reena 


See footnotes at end of table. 


Missouri 


2011 
Average 
annual 
employment? 


2,505.5 
2,137.6 
363.0 
12.1 
8.0 

2.3 


3.1 
141 


Table 7. Numbers of nonfatal occupational injuries and illnesses by industry and case types, 2011 -- Continued 


(In thousands) 


Missouri 


NAICS 


2011 


Averane 


Cases with days away from work, job 
transfer, or restriction 


Total 
recordable 
cases 


Cases 
with job 
transfer or 
restriction 


Cases with 
days away 
from work* 





Cases with days away from work, job 





transfer, or restriction 





Total 


Other 
recordable 
cases 


32.6 


Other 


enero Pemerneeres 











Industry’ ee annual recordable Cases with Cases recordable 
3 cases with job cases 
employment Total days eee franctecor 
TOME Ots restriction 
Building equipment contractors .... 0.0... eee : : E : 0.3 
Plumbing, heating, and air-conditioning contractors ....................0.0000. F : f : 0.2 
Other building equipment contractors ............2-.00. 0c cece eee eee : E ( 2) 
Building: finishing GONNA acca ee AA : f . . 0.1 
Drywall and insulation contractors ......... 0.060 c eee eee tte : t ; 0.1 
Painting and wall covering contractors .............. 0.00. e eee eee eee ee : f j 5 -- 
FIGONNG CONMACIONS F546 aonb ede REEEREERIIREEREEEEOEECERCERCERCEEGEE OG . -- 
Finish carpentry contractors ... 2.6000 e esse eee eee eek ee : : (9) 
Other building finishing contractors .... 1.0.0... 000 c cece cette eee -- 
UEC eee eee eee eee ee eee eee eee CeCe TCC TUT ECCT TC TCC TCT ey : : : : 5 5.8 
UC ULLEL Ec 001g UL) 2 gs sg ga a ga a ggg ga ag : : : : : 5.8 
geree Misc ult) £21) 1510 [en Rime tay Rt av hy RY avy RY avy RY av ay RY av ay RY av ay RY ava Tao eee sess ee ses eee ee : : : : : 0.6 
AnIMaliiOod ManUractuning's.5.533 cad. suhcudddah sud esda eA tata tate ae : : : (2) 
Grain‘and oilseed milling. ..2)4:0 sexes sees REN Peewee eee eee eee : . : (°) 
Dit yy COCULICE TH VAUUD TRC UL TIEN 655.1255 25 a3 e5e baba Dada dada dada de dudes addonododoeodon Giaaw eau eo ueeesoer eee : : ; i y 0.1 
Animal slaughtering and processing. .............. 0.000 c cece eee eee ‘ : : ; ‘ 0.3 
Bakeries and tortilla manufacturing ............ 06 0c cece eee eee ; . : 0.1 
Bread and bakery product manufacturing...............0..0 0.000000 0c eee : : : (°) 
Commiercial’bakeries::.22 wieder akin ere enneeneesesneeeeeeeeess : . : (Py 
Textile product mills (scope changed in 2009)............... 0.0... e eee eee eee : : - 
Apparel manufacturing (scope changed in 2009) ................ 0. eee eed : ; : (9) 
Leather and allied product manufacturing ................00. 22sec cece eee eee eee : : : @ 
Wood product manufacturing ........... 0... eens : : : : j 0.3 
Sawmills and wood preservation. ... 0.2.0.0... 00s : : ; 0.1 
Veneer, plywood, and engineered wood product manufacturing (9) 
Oiner wood product Manuiacniting << <2 nee oe ee et ee eva en ee eel 2 : : f F 0.2 
Paper manufacturing 2.222223 622228222222 2242484 dada oer eee ee eee eee : ; ; E : 0.1 
Printing and related support activities .......... 0.0... eee cette ee : . ‘ f ; 0.1 
Chemicalmanutacturing:..© 222 2% 22nd atta asadadadadananendel : : . : : 0.3 
Pharmaceutical and medicine manufacturing .......- 2.6... eee e eee eee eee : . C2) 
Paint, coating, and adhesive manufacturing ...........6.6 0.06 cece eee eee eee : (°) 
Soap, cleaning compound, and toilet preparation manufacturing (°) 
Other chemical product and preparation manufacturing....................0..0-0. ‘ : -- 
See footnotes at end of table. 
Table 7. Numbers of nonfatal occupational injuries and illnesses by industry and case types, 2011 -- Continued 
Missouri 
(In thousands) 
Cases with days away from work, job 
transfer, or restriction 
; Fas 5 Total Other 
Industry anhtial recordable Cases with Cases recordable 
cases with job cases 


days away 
from work* 


employment® 


transfer or 
restriction 





Plastics and rubber products manufacturing (scope changed in 2009).................. 
Plastics product manufacturing (scope changed in 2009).............-...-.-2-2--4 
Rubber product manufacturing (Scope changed in 2009)............0 0c eee eee eee 

Nonmetallic mineral product manufacturing.............. 0.000. e eee eee 
Cement and concrete product manufacturing. .............. 0. cee eee eee eee 

Primary metalimanutacturing:..s2¢..c.. cee fens veeeeeereremere ne vemeeeenedien 

Fabricated metal product manufacturing............0..0 0.0.00. c eee eee 
Forging: and: stamping’ «20... 4tcisedadadaiecasadidiataceecaenoaeeaaeananas 
Architectural and structural metals manufacturing ................ 0.00.0 e ee eee 
Boiler, tank, and shipping container manufacturing...............0..0..0..0..0.-. 
Hardware Manuiactuning. 5.2ssssssenepseeseree bee hbids begeganeenn eres cee os 
Spring and wire product manufacturing ............. 0.0 e eee eee eee eee 
Machine shops; turned product; and screw, nut, and bolt manufacturing.............. 
Coating, engraving, heat treating, and allied activities ...............0..0 cece eee 
Other fabricated metal product manufacturing ............. 0.00.0 e eee eee 

Machinery manufacturing (scope changed in 2009)...................0..0.00.0000-4 
Ventilation, heating, air-conditioning, and commercial refrigeration 

equipment manufacturing (scope changed in 2009) .............-.20e cece eee eee 
Metalworking machinery manufacturing ...........-. 200 e eee eee eee 

Computer and electronic product manufacturing .......... 00.0: e eects 

Electrical equipment, appliance, and component manufacturing............-...-.-.--/ 
Other electrical equipment and component manufacturing........................4 

Transportation equipment manufacturing (Scope changed in 2009) .................... 

Furniture and related product manufacturing (scope changed in 2009) .................] 
Household and institutional furniture and kitchen cabinet manufacturing 

(Scope Changed: in' 2009) 20. beck ee eink we eG Ging SRS Bede Gace eee esheets eve 

Miscellaneous manufacturing ......... 0.0.00. eee 


SPOT VICE EO VIII ic S-5 as sas ae a ao esas ans nn na a 
Trade, transportation, and utilities’... 0.0... cece cece eee eee eee 
‘Wholesale trade. ities csc iene eel eia nn ata ian san niece tae ine seca atcn steal tceitseritsaraecaatceatca 


Merchant wholesalers, durable goods .................. 00002 e eee ee 
Motor vehicle and motor vehicle parts and supplies merchant wholesalers ............ 


See footnotes at end of table. 


15.0 
11.7 
3.3 
71 
4.3 
71 
28.7 
1.0 
6.5 
2.2 
0.1 
1.5 
4.2 
3.2 
9.7 
25.8 


8.5 
4.7 
5.6 
11.0 
5.4 
34.0 
7.4 


41 
7.4 


1,774.6 


508.9 


117.7 


55.5 
9.0 


Table 7. Numbers of nonfatal occupational injuries and illnesses by industry and case types, 2011 -- Continued 


(In thousands) 


Industry’ 


Machinery, equipment, and supplies merchant wholesalers ...........-..-2-2+0-005 
Merchant wholesalers, nondurable goods ...............0 0.0.00 cee eee eee 
Grocery and related product merchant wholesalers .............-.-020 eee eee eeeee 


Retail trades ink onde de dedadedeeeseudeeadad Meek oda mamamamemmanai 


Missouri 


4238 
424 
4244 


44-45 


2011 
Average 


annual 
employment® 


13.8 
36.9 
11.4 


299.9 








0.7 0.4 0.1 0.2 
0.6 0.3 0.1 0.2 
0.1 0.1 (°) 0.1 
0.3 0.2 0.1 0.1 
0.1 0.1 0.1 7 
0.4 0.2 0.1 0.1 
1.5 0.7 0.3 0.4 
0.1 (°) (°) i 
0.5 0.2 0.1 0.2 
: 0.2 f 0.1 (*) : 0.1 
(*) (?) (*) : 
0.1 0.1 (°) 
0.1 (*) (°) : 
0.2 0.1 (°) 0.1 
0.4 0.2 0.1 0.1 
1.2 0.6 0.2 0.4 
0.4 0.2 0.1 0.2 
0.2 0.1 (°) 0.1 
0.1 (°) (°) (°) 
0.5 0.2 0.1 0.2 
0.3 0.1 (9) 0.1 
2.5 1.0 0.3 0.7 
0.2 0.1 (9) 0.1 
0.2 0.1 (9) 0.1 
0.2 0.1 - (2) 
47.3 21.8 10.8 11.1 
18.0 10.6 5.4 5.2 
4.3 2.5 1.4 11 
1.9 11 0.8 0.4 
0.4 0.3 0.1 0.2 


Cases with days away from work, job 
transfer, or restriction 


Total 
recordable Cases 


Cases with ith job 
cases days away with jo! 
transfer or 


from work* ips 
Om WO restriction 





0.3 0.1 0.1 0.1 
1.7 1.1 0.6 0.5 
0.9 0.5 0.3 0.2 
9.1 5.1 2.2 2.8 


0.7 
0.1 


Other 
recordable 
cases 


0.1 
0.7 
0.4 


4.0 


Motor vehicle'and parts dealets.. 2 esses. cece seas ee eee eee ee Raw EEE We bee y yee 441 


Automobile: dealersy.c.2:cccecie.5-.scoccepacatas ads stained tate Gece lave taletate Ute oe ceeneenerenarereneaneane dk ee aoe 4411 
Automotive parts, accessories, and tire stores ......... 2.0... eee eee 4413 
Furniture and home furnishings stores ................ 0.00000. e eee eee eee 442 
Building material and garden equipment and supplies dealers ................-.-02005 444 
Building material and supplies dealers ............ 0.00.00. e eee eee 4441 
Food: and! beverage.stores:: Paice ide elena ee Se fo fof oi 028 2 8 8 445 
GOCONY SlOLES? es. et ace ete Steet cese neues tence te neta nent tbe hes chest lt eta te tole Dale Gt La 4451 
Health and personal care stores ..... 0... eed 446 
Gasoline: Stations: ..sciyauseigoxtersi a tigen gms oumeeane ene engoungoe ogo nie neon eee ava raea vara ee aera verarerarerareraseehrart 447 
Sporting goods, hobby, book, and music stores .............0 0.0.00 .00 00000020000. 451 
General merchandise stores ...........0. 000 eee 452 
Miscellaneous store retailers... 1.0.0... cece ete eee eee 453 
Nonstore: retailers: iis essccare sear gensgecegreagecryerteecnnenhtnrurnrnan onan ness gone noasawen eee 454 
Electronic shopping and mail-order houses .............0.0 cece eee eee eee eee 4541 
Direct selling establishments ............0.. 0.00.0. 4543 
Transportation and warehousing®............0.0ccecececeeeececeeeeeeeeaees 48-49 
Rail transportation’ x xics3: 4s 3.3.53. 3.85 oe poo bob ob a oeeneae eee Reeee 482 
‘Hruek transportationiiec.32 Ne SEN ES URES EMER ete eee pepe tees cee cree eee eee ned 484 
Generalfreight trucking: -«...acacaneneascsagagegagsaneneteaee ls 4841 
Specialized-freight:trucking = s.05.2040044%4444444242424 2 bbe bbb beh bed 4842 
Transit and ground passenger transportation............... 0.00.00 e eee eee eee 485 
Gouriers.and: Messenders:. connor cd Pa PE Peer Pee R Pree ares PRPORacansceeeceoeaner 492 
UUM OS. 525256005 35.000 00 0006500 C8 COORD Rao RR RRR RR RAAT RASS RETA ROR ROOMS g 22 
HSS cones eee tet Gee ese dee ote Rees eet Leta See A AAAS AAAARAR ARAB ERA A Sai 221 
Electric power generation, transmission and distribution...................0-00005 2211 


See footnotes at end of table. 


35.7 11 
21.7 0.8 
11.3 0.3 
7.7 0.4 
26.2 1.2 
21.4 0.8 
48.0 1.6 
43.5 1.3 
19.1 0.1 
24.5 0.6 
11.9 0.1 
68.8 2.5 
16.2 on 
10.2 0.3 
71 0.1 
1.9 0.1 
78.8 4.1 
7 0.1 
36.1 2.3 
23.4 11 
12.8 1.2 
8.3 0.3 
8.4 0.5 
12.5 0.6 
12.5 0.6 
8.6 0.3 


Table 7. Numbers of nonfatal occupational injuries and illnesses by industry and case types, 2011 -- Continued 


Missouri 


(In thousands) 


Industry’ 
DN FEV (T= | Bre Fe tere [Eos | 6] 0) 1 ee ere RR 2212 
Water, sewage and other systems ........... 0.0.00. eee ee 2213 
UCU Meteo TCC TL Le hee LL R LR aa mies 
IMPOR IMATION ie os 2a ra a5 oe 9h 4444464 EGeeee See Ee ee ee ee ee 51 
Publishing industries (except Internet)................. 0.00.00. 2 0 eee ee eee eee 511 
Newspaper, periodical, book, and directory publishers .............-.-0200ee ee eeee 5111 
Motion picture and sound recording industries .............. 0.000. e eee eee 512 
Telecommunications (scope changed in 2009) ................0 0.000022 e eee eee 517 
Data processing, hosting, and related services (scope changed in 2009)...............-. 518 


2011 
Average 


Total 
recordable 
cases 


annual 
employment® 


2.6 0.2 

1.3 (9) 
55.9 0.5 
55.9 0.5 
15.0 0.1 
12.7 0.1 

3.6 0.1 
19.7 0.2 
10.1 0.1 


0.3 
0.1 


0.1 
0.1 








11 


Cases with days away from work, job 


transfer, or restriction 


Cases with 
days away 
from work* 


Cases 
with job 


transfe 


ror 


restriction 





0.3 
0.2 


Other 
recordable 
cases 


Financial activities ........ 0.00 cette tees 


Finance and insurance ..........2. 000 e cece cece eee eee eee eee een ene 52 
Credit intermediation and related activities .............. 0.0.0.0... cee eee eee 522 
Insurance carriers and related activities .............. 0.000002 eee ee 524 

Real estate and rental and leasing .............. 0c eee e eee ee eee eee eed 53 
Real estate (scope changed in 2009) ................ 0.0.00. 22 e eee ee eee eee 531 
Rental and leasing serviceS ..........---- cece cece eet 532 
Lessors of nonfinancial intangible assets (except copyrighted works) ................... 533 


Professional and business services .........0.02ce cece cece eee eee ened 


Professional, scientific, and technical ServiceS ............00 cece eee ee eee 54 
Management of companies and enterprises .........-.0.0eee cece eee eee eens 55 
Administrative and support and waste management and remediation services ... . 56 
Administrative and support services (scope changed in 2009) .....................0.. 561 
Waste management and remediation services .......... 00.0 cece eee eee 562 


See footnotes at end of table. 


154.6 


118.8 


55.8 
42.6 


35.8 


24.9 


10.6 


0.3 


329.0 


122.6 


60.6 


145.7 


139.7 
6.0 


Table 7. Numbers of nonfatal occupational injuries and illnesses by industry and case types, 2011 -- Continued 


Missouri 


(In thousands) 


ind | NAICS 
ndustry cde? 
Education and health services ............ 0c ccc cece e eee eee eee eee 
Educational serviceS .........0 cece cece eee ee eee eee e eens 61 
Health care and social assistance ............ 000 cece eee eee eee eee 62 
Ambulatory health care services .......... 0.0 ccc ect e ee eeeeeee 621 
Offices: Of physicians’... 2. 2.2.0.2 ei eseieseeas ane ene dca nd ald eid ade gta gba gba gla oe We ee eG SD 6211 
Offices:of'dentists;) 2:2 iiss ide ebb beseech eect eee cece tee eee iby 6212 
Offices of other health practitioners ............... 0.2.00. .2- ce eee eee eee eee 6213 
Home health care services .......... 0.0.0 cece cette eee 6216 
eh 2) 9) 12 1 RE ME Pe a POO 622 
General medical and surgical hospitals ................0..0..0..0.00.00..0...-] 6221 
Nursing and residential care facilities .......... 00.0. eee 623 
Social. assistance: 5.35555 535550422. b babe; baE Pree eee eee eee eee oe 624 


Leisure and hospitality.......... 00... ccc ccc eee 


2011 
Average 


annual 


employment® 


383.6 


40.2 


343.4 


104.0 
39.3 
13.8 
13.7 
18.4 

117.9 

111.7 
71.2 
50.3 


271.9 


Total 
recordable 
cases 


15.1 


0.7 


0.4 0.2 0.2 
0.2 0.1 (9) 
(°) (°) (*) 
0.1 (°) (°) 
0.3 0.1 0.2 
0.2 0.1 0.1 
(°) (*) ihe 
(2) (°) (°) 
1.6 11 0.6 
0.4 0.3 0.1 
0.1 0.1 0.1 
11 0.7 0.3 
1.0 0.7 0.3 
0.1 (°) - 


Cases with days away from work, job 
transfer, or restriction 


Cases 
with job 
transfer or 
restriction 


Cases with 
days away 
from work* 





6.1 2.2 3.9 
0.2 0.1 0.1 
5.9 2.1 3.8 
0.5 0.3 0.2 
0.1 0.1 -- 
(*) (*) (°) 
(°) (°) (°) 
0.3 0.1 0.1 
2.1 0.7 1.4 
1.9 0.6 1.3 
2.2 0.8 1.4 
11 0.4 -- 
2.1 Bea | 1.0 


1.3 
0.1 


Other 
recordable 
cases 


9.0 


0.5 


8.5 


1.4 
0.5 
0.1 
0.1 
0.2 
4.5 
4.2 
2.1 
0.6 


4.0 


Arts, entertainment, and recreation ........... 00. cece eee eed 


Performing arts, spectator sports, and related industries 
Amusement, gambling, and recreation industries .............. 20 c eee eee eee eee 


Accommodation and food Services ......... 00.0 cece eee eee 
VACCOMIMOG ALON cetera state totet rh noteer st eseesnen ners snnsrn tet AAA ORO A AAO ROAR AAA ET 
Traveler accommodation ............. 00 cc cece ened 
Food services and drinking places ................ 00.0. c ee eee 
Full:service:restaurants.:2nccacgededegegeaearedededgeaseeaceeaeenaaea aaa ed 
Littited-Senvice Gating PIAGOS 3 ecco ye ee eee eee EEE ERE ERE ERCELEE RD 


Other services oi. Jeo dhe ea ae edd eed ead ees eadeesaadeed 


Other services, except public administration ........... 0:0 e cece eee eee eee 





See footnotes at end of table. 
Table 7. Numbers of nonfatal occupational injuries and illnesses by industry and case types, 2011 -- Continued 


Missouri 
(In thousands) 
Cases with days away from work, job 


transfer, or restriction 
2011 





1 NAICS Average ev C sane 
Industry code? annual recordable Cases with "aSes recordable 
eumnege cases days away with job cases 

employ froin werk’ transfer or 

Ome. restriction 
Repair atid Maintenance 22+ asssvshe ee eene we nee weheae Neon abn knneekennennes 811 23.2 0.8 0.4 0.4 ee -- 

Commercial and industrial machinery and equipment (except automotive and 

electronic) repair and maintenance ...... 2.6.0.6... eect ee 8113 2.8 0.2 0.1 0.1 - 0.1 
Personal and lauridry Services ois cicee.ieareet beet ba eo oe Pee eee cee ceegad 812 25.2 0.6 0.2 0.1 0.1 0.4 
Religious, grantmaking, civic, professional, and similar organizations .................. 813 22.4 0.3 0.1 ( 9) 0.1 0.2 
State and local government .......... 00.000: c cece e ee eee eee 367.9 12.9 45 3.0 1.4 8.4 
State government ........ 0.0 c eee ee eee ee eee eee eens - -- -- ae = - 
SOFVICE-PrOovid ING :.% cee eae alae de dae da a edn a ale - -- - -- -- ae 
Public administration ......0...0 0.00.0 cece eee eee eee eee eee” - - - - “- -~ 
Public administration. ...45.25.eseeneeeeee eae eee baka caacaueaaeaae aman nas 92 - - - - a nm 
Police protection’:....cx vive vex eee eM eT ETRE NPR as uwebeooeeeaeaekihesioie) 92212 1.6 0.1 (°) (°) (°) 0.1 
Local governments « «6260s ceeded eee esas scene gaa snag aagnaienmanw” 277.3 10.2 3.5 2.2 1.3 6.7 
Goods-producing® ..........0. ccc cece cece ence nec n cence een eeneaeees 5.9 0.4 0.3 0.3 - 0.1 


CONSTRUCTION S95 2.2: diacdiasdrdedided dndidndndndrdndedndedndn drdh20S WiacadecesiacuecaecaGucedecedeceduvaducessveiaiers oa 0.4 0.3 0.3 se 01 


COTS TECH 5a (0 94 (9 014 (9/014 9(0(4(019(49044 0444444408 See ee ete e tee tea teen eacns 
Heavy and civil engineering construction ......... 00.0: c eects 
MOIVICE-DIOVIdING 66 anise enn eee e eee ne ene e59549944044944494449455045 
Trade, transportation, and utilities® 
Transportation and warehousing® MiiNenGA Daan nane eee eenanen ene aes eran nea, 
Transit and ground passenger transportation 
VUES coerce eeeee ee RESEEEEEEOEEOEEEEERA CARS SAESR ORE ERE ERE EREEREEREE RES 
See footnotes at end of table. 
Table 7. Numbers of nonfatal occupational injuries and illnesses by industry and case types, 2011 -- Continued 


Missouri 
(In thousands) 


Cases with days away from work, job 
transfer, or restriction 
2011 
Average 
annual 
employment® 


Total 
recordable 
cases 


Cases 
with job 
transfer or 
restriction 


1 
Industry Cases with 


days away 
from work* 


ULTRA RR RRR CRRA RCN SERRA CER ROR RR CR RoE An EE ee eee 
Water, sewage and other systeMS ........ 0.0 cece teen eee 


Education and health services ............ 0c e eee e eee eee eee eee eee 
Educational services .........0 0c cece eee cece ee ee eee eee eens 


Educational -Services:2c2% ssa eee PR SE SEER ER ER ER ER EGE UE OP Oe oe oP eRe DERE ANHED 
Elementary and sécondary Schools osc KR aaa a 


Health care and social assistance ......... 000: e cece eee teen eee 


Hospitals. eee ee eke inne eee neneeeheceerereeaeaeuateteteteeran ey 
Nursing and residential care facilities .......... 0.0... eect 


Public: administration si). )6% isis ieee eae ee ee see ee ee eran 
Public ACmminiStration cia: a:ais:ia:eiecane anarerarataiaratanatarata’ata’ate’ata’aieleelete late ale ‘ete ete eeeeates, 
Justice, public order, and safety activities ......... 0.0... 


See footnotes at end of table. 
Table 7. Numbers of nonfatal occupational injuries and illnesses by industry and case types, 2011 -- Continued 


Missouri 
(In thousands) 


Cases with days away from work, job 








Other 
recordable 
cases 





tranefer nr ractrictinn 





Industry’ 


Justice, public order, and safety activities ....... 0.0... 0c 
FUNC OTE os rca airs rasnanaieanraniparengraranaarenararenyparheins Aya yaaa ya area 
FEUS OFOL SC TON sae acl i cE EAE NS th he aha aaa A 


' Totals include data for industries not shown separately. 

2 North American Industry Classification System -- United States, 2007 Edition 

3 Employment is expressed as an annual average and is derived primarily from the BLS-State 
Quarterly Census of Employment and Wages. 

ze Days-away-from-work cases include those that result in days away from work with or 
without job transfer or restriction. 

5 Excludes farms with fewer than 11 employees. 

® Data for mining (Sector 21 in the North American Industry Classification System -- United States, 
2007) include establishments not governed by the Mine Safety and Health Administration (MSHA) 
rules and reporting, such as those in oil and gas extraction and related support activities. Data for mining 
operators in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and Health 
Administration, U.S. Department of Labor. Independent mining contractors are excluded from the 
coal, metal, and nonmetal mining industries. These data do not reflect the changes the Occupational 
Safety and Health Administration made to its recordkeeping requirements effective January 1, 
2002; therefore estimates for these industries are not comparable to estimates in other industries. 


wanes, UE rou 


2011 


Average Total Other 
annual recordable Cases with Cases recordable 
employment? ai days away with job cases 
4 transfer or 
Tomwols restriction 
0.9 


“ Data for mining operators in this industry are provided to BLS by the Mine Safety and Health 
Administration, U.S. Department of Labor. Independent mining contractors are excluded. 
These data do not reflect the changes the Occupational Safety and Health Administration 
made to its recordkeeping requirements effective January 1, 2002; therefore estimates for 
these industries are not comparable to estimates in other industries. 

® Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, 
U.S. Department of Transportation. 

® Data too small to be displayed. 


NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 


SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 
Injuries and Illnesses, in cooperation with participating State agencies. 


Table 8. Incidence rates’ of nonfatal occupational illnesses by selected industries and category of illness, 2011 


Missouri 


Incidence rates per 10,000 full-time workers’ 


2 
Industry Skin Respiratory 


Total cases ; Pe 
disorders conditions 


Poisonings 


All industries including 
State and local government’ ...........00ccceceseeeeeeeeeueuee 


Private industry’ mpuguamqunmeacugienese cae caie ave ace ava ne eet aye et cee cua coat Sab ayauateatah ay atah ey ana 
Goods-producing’ ..........0. 00. cece cence cece cece cence eneeneeeeee 
Natural resources and mining’®’...........0..0ccecceceecnceneeneeeenees 
Agriculture, forestry, fishing and hunting’ TTT CEE CCC CCC Te 


Crop production (Scope changed in 2009)* piidiAdsdddd DEED E Lilith ib bde. 
Animal production (scope changed in 2009)*.......... 2.00. c cece eee eee cece eens 


Gonstruction‘of buildings: 4... ococqan waeneeeneece cece Cocoa RRs 
Heavy and civil engineering construction ......... 00.0: c cece eens 
Specialty trade contractors... 1... ete ete eee 


ManitaCtUHhgs.2224444444444444444444444444454440540540544544544546464484 
TG LCL tes 02 La Un) a area eee eee eee een et ae 


FOGG (ANUIACIUNINGis i622 228 ee eee eek eek eee eek eee e BREE RRR REAR RARER ROOO OHO 
Textile product mills (scope changed in 2009) ....... 2... cece tee 
Apparel manufacturing (scope changed in 2009) ............ 0c eee eed 
Leather and allied product manufacturing .............2..0..0 000000 c ce eee eee eee 
Wood product manufacturing ........... 00.6 eee tenes 
PDO APTA wc piace alae ataldaala a i a a ah Dah ete pa ade OD 


See footnotes at end of table. 











All other illnesses 


Table 8. Incidence rates’ of nonfatal occupational illnesses by selected industries and category of illness, 2011 -- Continued 


Missouri 


Total cases 


Industry ” 


Printing and related support activities ..........0..0.. 00.022 

Chemical manutAcnng «sco died dd eda de did AAAI SAS ARABS RBBB a aaa 
Plastics and rubber products manufacturing (Scope changed in 2009) 
Nonmetallic mineral product manufacturing............ 0.00.00. eee eee 
Primary ‘metal manufacturing,..:.:.. 82.2525 cs eee shee e cede e eee ae ded ede dedsadedes 
Fabricated metal product manufacturing................... 0.0020. e eee eee eee 
Machinery manufacturing (Scope changed in 2009) ........... 0. cece eee eed 
Computer and electronic product manufacturing ........... 0.0 cece eee eee 
Electrical equipment, appliance, and component manufacturing............-.-.-.+2--/ 
Transportation equipment manufacturing (scope changed in 2009) .................... 
Furniture and related product manufacturing (scope changed in 2009) 
Miscellaneous manufacturing ........... 0.00. eee ee 


BOMVICR-DIOVIGING 6.44056 444 446446 O a Aan Aen AONE 94 954494454 4444055 


Trade, transportation, and utilities’... 2.00.0... cece eee eee eee eee 


Wholesale trade) aii ieccsaciiacciaaiatinaranaianaa-asaraaiaaaibaie wa aieeenee ese ee ee weed 


Merchant wholesalers, durable goods ..............0 0.00002 c eee 
Merchant wholesalers, nondurable goods ...............0 0.000022 cee eee eee 


Retail trad@tsssicscscceciceees ees cisceceeaes ces iesscsssetesmsmememwanic 


Motor vehicle and parts dealers . ousccu ccc sseeeseev ease eee eee ee eee eee eee essa ees 
Furniture and home furnishings stores ............0 0.00. c eee eee ee 
Building material and garden equipment and supplies dealers ..............-.-0-00005 
Food and beverage storeS ....... 02... c eee eee eee eee 
Health and personal care storeS ... 1... ttt eee eee 
Gasoline: Stations? s ccsaveeigxiersiy yegon gis ouipsessosne vengoaiogog goa ow.ie Heo Were ava yava raya raya ravaraveraverarecerkehreceet 
Sporting goods, hobby, book, and music stores ............ 00.0 cee eee eee eee 
General merchandise stores ...........6. 0 cece cette tet eee eee eee 
Miscellaneous store retailers... 0.0.0... eee ete eee 
Nonstore retailers: iia s,csrcctenesececnsecngearsranenanerarseabsrsborbortariornan Oboe eee ee eee eee sere ree es 





Transportation and warehousing® Meraccrenenanarananaaaauaa aa or arora in 


See footnotes at end of table. 


Skin 
disorders 


Incidence rates per 10,000 full-time workers’ 


Respiratory 
conditions 








Poisonings 


Hearing loss 











All other illnesses 


Table 8. Incidence rates’ of nonfatal occupational illnesses by selected industries and category of illness, 2011 -- Continued 


Missouri 


Incidence rates per 10,000 full-time workers’ 


Industry ? Ski ‘ 
in Respiratory rene , : 
i P. nin Hearing loss | All other illnesses 
Eblalenses disorders conditions ooungs eanng 
5 








Rail transportation’ 0. eee ce eee eee ene e eee enenea ees (°) (°) 
TRUCK WANS BOA BON s a5 30 solo ota Gola erator ran wate Go%0 %o%0% we oro'ers vielg Wiele Wels Wels Wale lglale lala : 11.4 
Transit and ground passenger transportation ........ 0.0.0 cee teed ( 8) 
Couriers and messengers ........... 0.00.00 ee : 45.2 
Utilities os sacanadsccsss cece esses Aiba td Sd od ddd dee eee : 18.0 
WHOS joc siee ee eeaE aE REE Ree eee ee a eee : 18.0 
IMPORTATION isiaoesseessescacscacceaccedcedsscacssdeacacacacacaricd: sa GaGa aac aca aaa aa aa ea eae aa : 3.6 
INFORMATION eee eee eee PRR Re RR RRR ere ea aed acd a IAL sod : 3.6 
Publishing industries (except Internet).............. 00.000 ee eee (5) 
Motion picture and sound recording industries ..... 2.1... ee eee eee eee ed (°) 
Telecommunications (scope changed in 2009) ..........--. 2... eee eee eee eee (°) 
Data processing, hosting, and related services (scope changed in 2009) ( 5) 
Financial‘activities 32s ee ie cee esse ee ee ee SME 4 3.4 
Finance and insurance .......... 0.0 cece e eee eee eee eee . 2.0 
Credit intermediation and related activities ............ 6... e cece eee eee eee eee (°) 
Insurance carriers and related activities .......... 00.0.0. eee cette ! 4.0 
Real estate and rental and leasing ............ 00.0 cece eee e eee eee eed - 
Real estate (scope changed in 2009) ........... 2. cece eee ete -- 
Rentaliandileasing SenicesSsccs2nccenaece shat Gaaememanaama van nunn reyes ye yes (°) 
Lessors of nonfinancial intangible assets (except copyrighted works) ................... (>) 
Professional and business Services ...........020e cece cece eee eee eed : : 4.4 
Professional, scientific, and technical serviceS ............00 cece cece eee i = 
Management of companies and enterprises .............0. ccc cee eee eee eee eee : 3.6 





See footnotes at end of table. 


Table 8. Incidence rates’ of nonfatal occupational illnesses by selected industries and category of illness, 2011 -- Continued 


Missouri 


NAICS 
3 
code Total cases 


Incidence rates per 10,000 full-time workers’ 





2 
Industry Skin 


disorders 


Respiratory 


os All other illnesses 
conditions 


Poisonings Hearing loss 











Administrative and support and waste management and remediation services ... . 5.5 
Administrative and support services (scope changed in 2009) .....................0.. 5.8 
Waste management and remediation services ........ 2... e eee teeter eee (°) 

Education and health services ............0 ccc eee eee eee eee eee 19.8 

Educational Services ......00ceesscenne een nene seen nese bene ceenreeneeaaad (5) 

Health care and social assistance ............ ccc e eee eee eee 21.8 
Ambulatory health care services .......... 000 c eee eee tte eens 10.6 
HOS ONS soete 853-99. 8G 8 BG ORS GAIA EAA AAAAG EERE EWE EEE WE Bele MER SS aed 34.1 
Nursing and residential care facilities .................0.0 0.000022 27.9 
SOC GSSISIANOG scisto:o2 eh SS ae Fos bos 9995555 R55 HK HA eI rie Ruse RU eR eR Nein 6.8 

Leisure and hospitality ..ccccccccscssee sss nee nesses eee eww eww eww ewN wwe -- 

Arts, entertainment, and recreation ........... 202 c eee ee eed 8.4 
Performing arts, spectator sports, and related industries ................-0-0-0 ee eee (>) 
Amusement, gambling, and recreation industries ........... 2.02 sere eee eee eee eee (°) 

Accommodation and food Services ..........0 000 cece eee eee - 
Acconfimodation:: seus. Aves iii Sees ee sees see sesg sees eng: (°) 
Food services and drinking places ........... 0.0.0.0 ee eee -- 

Other Services ...... 666 eee eeeeenee (2) 

Other services, except public administration ...............-20: eee e eee eee eed (>) 
Repair.and maintenance.......... 222: ¢eeeeeee eee see ee tee eee en eee eee cee (>) 
Personal and laundry Services ania). sii eee ae os So eee cea aad -- 
Religious, grantmaking, civic, professional, and similar organizations .................. -- 

State and local government ............ 000 c cece eee eee eee 12.7 
State GOVEMIMENE ce aa ll - 


See footnotes at end of table. 





Table 8. Incidence rates’ of nonfatal occupational illnesses by selected industries and category of illness, 2011 -- Continued 


Missouri 


Incidence rates per 10,000 full-time workers’ 








2 
Industry Total cases ee peste Poisonings Hearing loss | All other illnesses 
Service-providing ....... 00.00 cece cece eee -- 
Public administration ...4c26c66ccdai ian ean ean eae eee c ee eeeeeeeeen ee een - 
Public admMiniSttatons.050500seus ene ee ee See See Rewer “- 
Loeal government ..2ccaccaaccusuaseaseasass neces eee eee eee eee eee seed 11.7 
Goods-producing’ ..........0 0.0. c ccc c cece cee n cence nee eeneeneeeene (°) 
Construction ....... 0... cece eee ee eee e eee eens (2 
Construction ...... 0... eee eee eee eee eee ee eenes (°) 
Heavy and civil engineering construction ......... 00.0. c eects ( 5) 
Servite-providinG vic iccce cca ee seesaw eee EAS EEE EEE ESE ESE Eee ees 12.0 
Trade, transportation, and utilities’... 0.0... cece cece eee eee eee eee () 
Transportation and warehousing’ ..............0cceceeeeeceecnccneceeneeues (°) 
Transit and ground passenger transportation ........ 0.000 c eee eee ( 5) 
Utilltles) <2. (>) 
Ui eee aerate ra are wre rarer ear are e eearaetay area ree eee (°) 
Education and health services .........0. 00. cece eee eee eee 10.8 
Educational ServiceS .cccccccccccccre reer eee e eee eee we - 
Pdiraiional Sewvices.ccc ects ces tEL EEE EES ERE ERE ERE ERE ER ERR ROR RRR RER REE OR RORES o 
Health care and social assistance ............ 000 e eee eee eee 40.3 











See footnotes at end of table. 


Table 8. Incidence rates’ of nonfatal occupational illnesses by selected industries and category of illness, 2011 -- Continued 


Industry ” 


IOS Pita Sic. 4s, eink eden h ce vrarattaio ene Ging eee eet Pode een awaww sans aan waned 
Nursing and residential care facilities ...... 2.0.0.0... cece eed 


Public:administration «.2.:.2:5-23-4s/-238.2.05-25-25- 20a ad hae enete 
Public administration ..........00 0 cece eee ee eee eee 


Justice, public order, and safety activities ......... 0.00. 


' Incidence rates represent the number of illnesses per 10,000 full-time workers and were 
calculated as: (N/EH) x 20,000,000 where 


N = number of illnesses 
EH = total hours worked by all employees during the calendar year 
20,000,000 =base for 10,000 equivalent full-time workers 


(working 40 hours per week, 50 weeks per year). 
? Totals include data for industries not shown separately. 
North American Industry Classification System 2007 Edition 
* Excludes farms with fewer than 11 employees. 
° Data too small to be displayed. 
Data for mining (Sector 21 in the North American Industry Classification System -- United States, 
2007) include establishments not governed by the Mine Safety and Health Administration (MSHA) rules 
and reporting, such as those in oil and gas extraction and related support activities. Data for mining 
operators in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and Health 
Administration, U.S. Department of Labor. Independent mining contractors are excluded from the 


3 


6 





Missouri 


Incidence rates per 10,000 full-time workers’ 


Skin Respiratory 


Total cases ' ay 
disorders conditions 


Poisonings Hearing loss __| All other illnesses 


coal, metal, and nonmetal mining industries. These data do not reflect the changes the Occupational 
Safety and Health Administration made to its recordkeeping requirements effective January 1, 
2002; therefore estimates for these industries are not comparable to estimates in other industries. 

’ Data for mining operators in this industry are provided to BLS by the Mine Safety and 
Health Administration, U.S. Department of Labor. Independent mining contractors are 
excluded. These data do not reflect the changes the Occupational Safety and Health Administration 
made to its recordkeeping requirements effective January 1, 2002; therefore estimates for these 
industries are not comparable to estimates in other industries. 

® Data for employers in rail transportation are provided to BLS by the Federal Railroad 
Administration, U.S. Department of Transportation. 


NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 


SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 
Injuries and Illnesses, in cooperation with participating State agencies. 


Table 9. Numbers of nonfatal occupational illnesses by selected industries and category of illness, 2011 


Missouri 
(In thousands) 


Numbers of illnesses by category 





Industry’ ; ‘ 
: akin Fespitatoly Poisonings Hearing loss | All other illnesses 
disorders conditions 
All industries including 
State and local government®.............00c0ccecceeeeeeecaees 3.0 
Private industry”: 353ssskvie se bieee eee web ekeke ee Vee cece ccannane 2.6 
Goods-producing® ..........0 000. c cece cece cence cence nee eneeneeeene 1.0 
Natural resources and mining’? ’...........0..0cceceeececncceeeneeeenees (*) 
Agriculture, forestry, fishing and hunting’ ..............0..0cceeeeeneeeeeeees (*) 
Crop production (scope changed in 2009)... 0.0... cece cece cece eee e cece eee ees (4) 
Animal production (scope changed in 2009)°.... 20.2... eee e cece cence eee seed (4) 
IMITMIING? oenanace Wovsow biz ticvseesbiis teargen miner gear gen weal ges PCa tedecuas ead aaeidiea euda weit teaersiededs (*) 
Construction ....... 0... cece eee eee e eee enees (4) 
Construction ..... 0.0.00 e eee enees (4) 
Gonstruction:of buildings: «....acensccsnasneoneeceeenneeee eae a (4) 
Heavy and civil engineering construction ......... 00.0: cece eee ee ( 4) 
Specialty trade contractors... 6... eee eens (4) 
ManitaCtUHhg)s.22244444444444444444444444444546444444444644444444446444 0.9 
CT LEL Ces 02 La) ma ee eee eee eee eee een tee 0.9 
FOGG (ANUIACIUNINGis i622 228 eee eee eek eek eee eee ee eee EKER REE RRR REE REE R OOD OOO 0.2 
Textile product mills (scope changed in 2009) ....... 2.0... eee eee ( 4) 
Apparel manufacturing (scope changed in 2009) ......... 2... cece eee eed (4) 
Leather and allied product manufacturing ........ 2.0... eee eee eee eee @) 
Wood product manufacturing ........... 00.6 e eect eee -- 
Paper: manufacturing woven san nandnaneepedcner persed etetadaarace eee (4) 





See footnotes at end of table. 
Table 9. Numbers of nonfatal occupational illnesses by selected industries and category of illness, 2011 -- Continued 


Missouri 
(In thousands) 





Numbers of illnesses by category 


NAICS 


code” Skin Respiratory 
disorders conditions 


Industry’ 


Total cases Poisonings Hearing loss | All other illnesses 


Printing and related support activities .............0 0.00.02 eee 
Ghemical‘manufacturing:: . 1s osha. ahah nda dda dl bake adel 
Plastics and rubber products manufacturing (scope changed in 2009) 
Nonmetallic mineral product manufacturing.............. 00.0 
Primary metal manufacturing .......... 06. cece eect ttt 
Fabricated metal product manufacturing............0..0 0.0.00. c eee eee eee 
Machinery manufacturing (scope changed in 2009) ......................0.00 2 ee : 0.1 
Computer and electronic product manufacturing .........- 60.60. e eee e eee eee eee eee (4) 
Electrical equipment, appliance, and component manufacturing............-.-.-2+2--/ ( 4) 
Transportation equipment manufacturing (Scope changed in 2009) .................... . : 0.5 
Furniture and related product manufacturing (scope changed in 2009) 
Miscellaneous manufacturing ... 2... 66... eee eee tee ee C5 














SSTVICE-PIOVIdING 6s aA a ee ee eee ; P : ; 1.6 


Trade, transportation, and utilities’... 2.0.0... 0... c cece cece eee eee eee eee ! ; 0.6 


Wholesaleitrade:.siccs2cisistsuskencacaeaeaee sot tununuduneeuamannnndacd’l -- 


Merchant wholesalers, durable goods ............ 0.00.00. c cece - 
Merchant wholesalers, nondurable goods .........-- +200. e sete e eee e eee eee ee (3) 


Roetall trade asso fr ttt Se etce cates cee ca oa cota gata guraninta desea saasna dus iusatiusathasaiiesuda dada ha : 0.2 


Motor vehicle:andiparts:dealers 2292 202.0 200 p25 nRne eee eee ee Saad e -- 
Furniture and home furnishings stores .......... 0.00.00. cece eee eee -- 
Building material and garden equipment and supplies dealers ................-0-0-005 -- 
Food and beverage stores... 1... 2.5. eee eee tee e tee tneee (4) 
Health and personal care storeS ... 1... ttt -- 
Gasoline stations iii see eee Pee Oe eee erry saan eee EeeeaG - 
Sporting goods, hobby, book, and music stores .............0 00: e ee eee eee eee ( 4) 
General merchandise stores ......... 00.0 ccc tte tenet e eee eee . 0.1 
Miscellaneous store retailers ...... 22... 00. - eee e eee eee eee eee @y 
Nonstore:retailersi..4 ee i A ESS SO opaangngaaggadagedenede (4) 

















Transportation and warehousing’ ha fafa a Sac anacanacanaganacanagacsgacadaCedace aca aca aca cacecacecadatateSa ca ’a% . 0.1 





See footnotes at end of table. 
Table 9. Numbers of nonfatal occupational illnesses by selected industries and category of illness, 2011 -- Continued 


Missouri 
(In thousands) 


Numbers of illnesses by category 


Industry’ 


Skin Respiratory 
disorders conditions 


Total cases Poisonings Hearing loss | All other illnesses 











Rail transportation’... 2. eee ee eee eee eee e nent ee eeenes 482 # 
CRUSH aS POM BIION ih cece cee ooo cade ee CERES ESSE ESSE SS SSS SSS SESE Ae aa 484 0.1 
Transit and ground passenger transportation............... 0.00.2 e eee eee eee eee 485 $ 
Couriers And WHESSONUENS 60.5 cis NA EOE ON EERE OE EH 492 : 
Uttar oiceeorre eee acre elaeaiei ee alafetescensselehe ee be eae te ee eletat een ene de etedetas 22 $ 
WtilitieS seas eae ee eae ee EEE ae EE EE EEA ERS REECE ERG GREE BREESE EEE RE 221 ‘ 
INI OFM ATION. 25-33... EERE EEEEEE ERE RE REE ERE ER DR ODP OR RRR a aa ane eae 7 
ISPORMOUON 5544454 2'55455545455455444444 45424 20S EEE EEE EEE EE EEE EE EOE OO 51 4 
Publishing industries (except Internet) ........... 0.00.00 ec eee 511 - 
Motion picture and sound recording industries .............. 00.00. c eee eee 512 < 
Telecommunications (scope changed in 2009) .............0..0 0.000022 eee eee 517 ‘3 
Data processing, hosting, and related services (scope changed in 2009)...............-. 518 4 
Financial activities .......... 0.0 eee eee eee eee eee 0.1 
Finance and insurance ........... 000s eee e cece teen eee 52 4 
Credit intermediation and related activities ............. 2.0.0 c cece eee eee eee 522 < 
Insurance carriers and related activities .............. 0.00.00. 2c eee 524 $ 
Real estate and rental and leasing ............ 00.00 cece eee ee eee eee eed 53 -- 
Real estate (scope changed in 2009) ................ 0.0.2 531 -- 
Rentaliandileasing Senicesss. 283.0 semaecsMaaara aaa Ie TAR weleielledeleeleleleleeles 532 (%) 
Lessors of nonfinancial intangible assets (except copyrighted works) ................... 533 (*) 
Professional and business services ..........0. 00 cece cece e eee eee eee’ 0.2 
Professional, scientific, and technical ServiceS ............00 cece eee eee eee 54 0.1 
Management of companies and enterprises ..........--.220000+e eee e cece eee 55 (4) 


See footnotes at end of table. 
Table 9. Numbers of nonfatal occupational illnesses by selected industries and category of illness, 2011 -- Continued 


Missouri 
(In thousands) 


Industry’ 
Total cases 
Administrative and support and waste management and remediation services ... . 56 0.1 
Administrative and support services (scope changed in 2009) ..................0..0.. 561 0.1 


0.1 


Skin 
disorders 








( (*) (*) 
(*) (*) (*) 

7 (*) (*) 
(* (*) (*) 
(*) (*) (4) 
Cc (*) C) 
(cs @) 2 
(3 (ea 2 
(* (*) - 
(¢ (*) (3 
4 (4) 4 
4 (4) 4 
(4 (4) (4 
4 (4) 4 
ne Q C 

(*) 

( (*) (os 
4 (4) 4 
: Q) ‘ 
( (*) 
4 anes ‘ast 
(* (*) = 
4 (4) 2) 








Numbers of illnesses by category 


Respiratory 
conditions 


Poisonings Hearing loss 





All other illnesses 


0.1 


0.1 














Waste management and remediation services ........0.0 00.0 c cece cece ee 562 (*) (4) + (4) ¢ 
Education and health services .............0 ccc cece cece cence ene eeeees 1.0 0.2 0.1 (*) oo 
Educational services ............ 00 ccc cece e cece eee eee e eee eee eaeed 61 ( (4) a (4) 4 
Health care and social assistance ...........0 0c cece cece cece eeeeee 62 1.0 0.2 0.1 (4) = 
Ambulatory health care services .... 2.2.0.0. 0 ccc eee eee te nent e nent eens 621 0.1 (4) * (4) + 
AOS pital Sys cea aca ever ete tee eee ete Hee os Se a ei, 4 622 0.5 (4) 0.1 eo) ‘ 
Nursing and residential care facilities .. 0.2.0.0... 00.0 c cece cece eect ees 623 0.3 0.2 (75 (4) - 
Social:assistane nists s26s6-504 56S 08S EGG eG Ree SSAA AAR a ume Eee 624 0.1 (4) (4 (4) (4 
Leisure and hospitality ........... 0... c cece cece eens 0.4 - (= (*) (= 
Arts, entertainment, and recreation ............. 66. cece cece 71 - - (4 (*) (4 
Performing arts, spectator sports, and related industries.............0.0.0..0.0.00000. 711 (4 (+) ( (+) (? 
Amusement, gambling, and recreation industries ............... 0.0.0 eee eee eee 713 - - (4) Cr) (4) 
Accommodation and food services ........... 6000 c cece e cece eens 72 - (4) (= (a) (4 
Accoiimodationzccis2AcA ditties tet ie idle lsd ites seseeeesseseeeses aes: 721 (*) (4) (2 (4) (2 
Food services and drinking places... 0... 0... eee eee 722 - - - (4) (2 
Otherservices saree ssceeeeeeerereeeeeeeeeeeeeebscessbenee sees segs ee ek 0.1 - -- ( (4) 
Other services, except public administration ................ 00. c cece eee eens 81 0.1 - - (*) (7 
Repair and maintenance: «22 ne. eee eee eve eee eee eee ents nen een en een eebed 811 (*) (3) (#7) (4) (4 
Personal and laundry services .. 6.0.0... eee ed 812 - - (4) (4) (2%) 
Religious, grantmaking, civic, professional, and similar organizations .................. 813 -- - oe (4) (4) 
State and local government .............000cc cece eee e eee cena 0.6 0.1 0.1 (‘) - 
State government ........ 2... ccc - - -- - - 


See footnotes at end of table. 
Table 9. Numbers of nonfatal occupational illnesses by selected industries and category of illness, 2011 -- Continued 


Missouri 
(In thousands) 


Numbers of illnesses by category 


Industry’ 


Skin Respiratory 
disorders conditions 


Total cases Poisonings Hearing loss 


Service-providing ......... 20 eee cece eee eens - = oe = = 


PUA UTES ER ACA ON a fa aah a i fn in hsarererrareremarreeemernememnaneneeen id - -- = -- ee 





0.6 


All other illnesses 


Public administration ............0 0c e eee eee ee eee eee 92 ag ae = 2s ae a 














Local government ..........0:ececcececeeeneeceseeeesesestasenened 0.5 0.1 0.1 (*) = 0.3 
Goods-producing? = .-s.2¢¢ee0seseceeeesee reese se ee ees deere eee ee: : (*) (a (*) (*) (*) 
COnstructiony sc ascncesvatetalaaaiaiaiaa ala ravaiala leat Mt tela alae a a (*) (4 (4) (4 (2) 
Construction... 0.0... ccc eee eee eee eee eee eeee 23 7 (*) (4) (4) (4) es 
Heavy and civil engineering construction ...........00 ccc e cece teen nee eee eee 237 ‘ (4) (4 (7) (4 (4) 
Service-providing ........ 6.0 cece eect eee eee ee tenet eens 0.5 0.1 0.1 (*) = 0.3 
Trade, transportation, and utilities’ ..... 0.0.0... cece cece eee eect eee : (4) (4 (4) (4 (*) 
Transportation and warehousing’ ..............0ccecceceeeneceecneeeeneeues 48-49 4 ca (4) (*) (*) (*) 
Transit and ground passenger transportation ..........0...0 00 cece cece eee e eee eee’ 485 : (4) (a (4) (3 aa) 
Utilities so oannnnnnenonnrceeeneeebscncnnarereccnoonsincddooasooosihiaanes 22 4 (*) (4 (*) (2) Cy 
WillitieSisdik) eo dd ed heeded deeb ed seb bt eke ddd ddd Shongunbun nang unnsoum 221 6 (47) (4 (4) (4) (4) 
Education and health services ............. cece cence centre een e enna 0.3 0.1 0.1 (4) (7) 0.1 
Educatlonal services si22s22000200000 reser ri ieee eee 61 -- (4) (7) (4) (4) oa 
Educational services ...... 2.2.20. 00 c cece eee e cece eee e eee ett eee eet tn tenes 611 - (4) (4) (4) (*) - 
Health care and social assistance .......... 0.0 c cece eee eee eee eee eee eens 62 0.2 0.1 0.1 (4) (*) 0.1 


See footnotes at end of table. 
Table 9. Numbers of nonfatal occupational illnesses by selected industries and category of illness, 2011 -- Continued 


Missouri 
(In thousands) 


Numbers of illnesses by category 


1 
Industry Skin Respiratory 


Total cases ; i, 
disorders conditions 


Poisonings Hearing loss __| All other illnesses 


HospitalSw.0.22.4¢ 24062464 6 bd saddddddddddadaGarscarsaganancaaacacacadaagass 
Nursing and residential care facilities ........ 2.0.0... ceed 


Public-administrationiis cic ccccc eee eee eee ewes cee seeeeeeeneneneneneaes 
Public administration ..........0 000 eee eee 


Justice, public order, and safety activities ....... 0.0... cece ct eee 





' Totals include data for industries not shown separately. 
? North American Industry Classification System -- United States, 2007 Edition 
Excludes farms with fewer than 11 employees. 
Data too small to be displayed. 
Data for mining (Sector 21 in the North American Industry Classification System -- United States, 
2007) include establishments not governed by the Mine Safety and Health Administration (MSHA) rules 
and reporting, such as those in oil and gas extraction and related support activities. Data for mining 
operators in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and Health 

Administration, U.S. Department of Labor. Independent mining contractors are excluded from the 
coal, metal, and nonmetal mining industries. These data do not reflect the changes the Occupational 
Safety and Health Administration made to its recordkeeping requirements effective January 1, 2002; 
therefore estimates for these industries are not comparable to estimates in other industries. 

5 Data for mining operators in this industry are provided to BLS by the Mine Safety and Health 


3 


4 


5 


Administration, U.S. Department of Labor. Independent mining contractors are excluded. These 
data do not reflect the changes the Occupational Safety and Health Administration made to its 
recordkeeping requirements effective January 1, 2002; therefore estimates for these industries 
are not comparable to estimates in other industries. 

” Data for employers in rail transportation are provided to BLS by the Federal 
Railroad Administration, U.S. Department of Transportation. 


NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 


SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 
Injuries and Illnesses, in cooperation with participating State agencies. 


Table 10. Incidence rates’ and numbers of nonfatal occupational injuries by industry, 2011 


Missouri 





2011 





HveTEGS Numbers 
Industry? annual Incidence rates ioe 
4 
employment Inci 
ncidence rates Numbers 
100) freee 
All industries including 
State and local government®............00cececeeeeeeceeeeees 2,505.5 
Private Industty:” <4 iesisleleieiekive eee eie'eleleleiee eva ove be eeteeninnane 2,137.6 
Goods-producing® .............0ccce cee ce cece ceeeeeeeeeeseseseeeeaes 363.0 
Natural resources and mining™®..............0c0ceceeeececeeeeeeeeeenes 12.1 
Agriculture, forestry, fishing and hunting’ ............0.0cccceceeeeeeeeeeeees 8.0 
Crop production (scope changed in 2009)° tee odd dddediediee ieee ged: 2.3 
Animal production (scope changed in 2009)°.... 20.0... cece cee ee cee eeceeeeeeeeeed 3.4 
Poultry and egg production? 0.0... cece cece eee cece eee eeeees 14 
MINING eros serseneeeeecaeneeseae sence oceee eu nbn bo bihbbde abd adhd os (") 
COaliminiiGamett cee toe ae SSAA A AAR AAAS AN (1°) 
Nonmetallic mineral mining and quarrying’ sy syiaycayycay any ayeayayinyysey ay ayeeycayayeer‘aaytertayaytentay sepiayey epiayears ( 19 ) 
Construction’. ncn wena eee ee ee ee ee eee ee 
Construction .... 0.0. c ccc eee eee eee eee eee 
Construction of buildings ............. 0c cece eect eee 
Residential building construction... 12.2.2... 06. c cece ete ee eee 
Nonresidential building construction... 1... 0.0.0.0 cece tect e eee 
Heavy and civil engineering CONSTUCHION cick a eee aaa ea 
Utility system construction... ..... 0.0... ee eee 
Highway, street, and bridge construction. ..............2 0.2.00 .00 022 eee eee eee 
Specially rage COntrachors 5 cee enw ee ee AY LH LEE ol inhabit 
Foundation, structure, and building exterior contractors 
Glass and glazing tontractors:. 222 cc05: sess seas s ans sans ane ene ene een eee 
Roofing contractors... ..:5.4.f2si fii sie ieee 





See footnotes at end of table. 
Table 10. Incidence rates' and numbers of nonfatal occupational injuries by industry, 2011 -- Continued 





Percent relative standard error 


Missouri 
2011 
Percent relative standard error 
Industry” Males awl Incidence rates Numbers 
i 
ee code? r (00's) 
employment 


innnie\ Incidence rates Numbers 


\yuuy oy) 


Building equipment contractors ..... 0.0... eee é : 17 
Plumbing, heating, and air-conditioning contractors ....................0.0000. ; 15 
Otner building equiprmient contractors. 3. os. 2.5 ss yes yes ees eee eee weweeieieieiene’e ‘ 43 

ESAT ELI REY AUIS FLAC OSLO US 55s Sh-aechecn ec cesncehcec-e  e  ee  e l e t : 17 
Drywall and insulation contractors ... 12.2.0... 060 e cece eect tees : : 22 
Painting and wall covering contractors ............ 0.0.00. eee eee eee eee . : 37 
FIOGring COMmtACtONS soa.sacecaetaecaeeie eee eee eee ehh hhh hhh ebihbhs behead : : 58 
Finish carpentry contractors ..... 0... ee eee ; . 46 
Other building finishing contractors ............ 0000. e eects : : 39 

Manulactuning .2%424445444444445455445455 429 Boe Ee Ee TES : é 3 

CLC ss 1) ba ee rer 31-33 : F 3 

Foodkittanufacturing ...22222 222222 £28 £22 £28 RARER AREA AAR AA AAA AA RDA R ADDR RO 311 : : 4 

Animal food manufacturing .... 02.2... 0 0 cece eee tte eee eee 3111 : : 37 

Grain and oilseed milling................ 0.00. 3112 : ; 15 

Dairy product manufacturing 2. cgicc00ncc20c0 002 cee ee ee eee eee ee we ee emma 3115 . . 14 

Animal slaughtering and Processing es eo. see WWN WWM WNNWWNWelewees 4445800 3116 é : 4 

Bakeries and tortilla manufacturing ............ 06 0c cece eee 3118 : : 6 
Bread and bakery product manufacturing...............0..0 0.000000 0 22 eae 31181 : : 10 

Commercial bakeries ............ 0.00.00 ceed 311812 : : 10 
Textile product mills (scope changed in 2009) ............ 0.00. eee eee 314 : : 23 
Apparel manufacturing (scope changed in 2009) ................ 0. eee ed 315 ‘ : 10 
Leather and allied product manufacturing .............0..0 0.000002 eee eee eee eee 316 : : 18 
Wood product manufacturing ........... 06.6 cece eet e eee 321 ; : p 18 

Sawmills and wood preservation... .c0 sis c bse d asia vbeeeeeeeeeeeee eee ees 3211 ‘ . 23 

Veneer, plywood, and engineered wood product manufacturing 3212 : 44 

Other wood product manufacturing........... 00... eee ee 3219 : ‘ : 23 

Paper Meamuia turin gcse 2 cee 8 ee eke i eee oa ee tate cu dees ae cutee deta phtglattal adalat alla aded adalat 322 ; : 12 
Printing and related support activities .......... 0.0.0... c eects 323 : 21 
Chemical Manutacueng:: o20cccceceneaa aoe o ou eee ee ew oe Sy 325 ' 18 

Pharmaceutical and medicine manufacturing............... 0.00.0 e eee eee 3254 : : 9 

Paint, coating, and adhesive manufacturing ................. 0.0 cee eee eee eee eee 3255 : : 18 

Soap, cleaning compound, and toilet preparation manufacturing 3256 : : 11 








Other chemical product and preparation manufacturing.................0..0..005. 3259 ; . 17 





See footnotes at end of table. 
Table 10. Incidence rates' and numbers of nonfatal occupational injuries by industry, 2011 -- Continued 


Missouri 










2011 
Average 
Industry” annual Incidence rates 
employment* 
(000's) 


Percent relative standard error 
Numbers 

(000's) 
Incidence rates Numbers 


Plastics and rubber products manufacturing (scope changed in 2009).................. 
Plastics product manufacturing (scope changed in 2009).................-.-2-2--4 10 
Rubber product manufacturing (Scope changed in 2009) .............. cece eee eee 28 
Nonmetallic mineral product manufacturing. ............. 00.0. 25 
Cement and concrete product manufacturing ...................0 000000200200 e ee 43 


Primary metal manulacturing << cess ese ve eee eee eee eee eee eee eee dade eee ee eeoen 331 7A 5.3 2 10 9 








Fabricated metal product manufacturing...............2... 0.00002 eee eee eee 332 28.7 5.0 1.4 9 8 
FOrging: and: Stampingwii. ii. Sareaiaia neh eae ee aale caceeeeaeaacaaaaaans J 3321 1.0 7.0 3 28 27 
Architectural and structural metals manufacturing ..................0 0.0. e eee eee 3323 6.5 7.0 0.5 15 15 
Boiler, tank, and shipping container manufacturing...............2..0..0..0.000. 3324 2.2 8.4 ° 16 17 
Hardware manufacturing ........ 2.0. c cece eee eet teen ee teen eenee 3325 0.1 (°) 2) Cr (1) 
Spring and wire product manufacturing..............0..0..0 0000022 c ee eee eee 3326 TS Bs 2 14 12 
Machine shops; turned product; and screw, nut, and bolt manufacturing.............. 3327 4.2 2.7 2 33 32 
Coating, engraving, heat treating, and allied activities................... 00... eee 3328 3.2 5.0 2 20 21 
Other fabricated metal product manufacturing ............... 00.0 e eee eee 3329 oF 3.5 3 23 21 

Machinery manufacturing (scope changed in 2009) ......................0..000000-4 333 25.8 4.3 11 10 9 
Ventilation, heating, air-conditioning, and commercial refrigeration 

equipment manufacturing (scope changed in 2009) ..............0 6. eee eee eee 3334 8.5 44 2 a 4 
Metalworking machinery manufacturing............2..0..0 0.000000 0 022 e ee eee 3335 47 3.0 $ 15 15 

Computer and electronic product manufacturing ................. 0.0 eee eee eee 334 5.6 1.2 2 19 17 

Electrical equipment, appliance, and component manufacturing ................2...... 335 11.0 3.8 ° 9 9 
Other electrical equipment and component manufacturing.....................-..4 3359 5.4 41 2 17 17 

Transportation equipment manufacturing (scope changed in 2009).................... 336 34.0 5.4 1.9 8 5 

Furniture and related product manufacturing (scope changed in 2009) .................] 337 7.4 3.3 2 14 13 
Household and institutional furniture and kitchen cabinet manufacturing 

(Scope Changed i 2009) a0 icicle Gila lsleredencuatee eles eaeatean ha aa RR ARRR RRR 3371 44 4.0 9 19 19 
Miscellaneous manufacturing ......... 0.0.00. ce eee 339 7.4 2.8 9 37 37 
DSIViCS-PIOVIdING ca cree eRe RR RRR ERR ARR aR aes eee eee eee eee eee eee eee 1,774.6 3.0 44.6 3 3 

Trade, transportation, and utilities’... ......... 0c cece cece eee eee e eens 508.9 3.9 17.1 5 4 
WHGlESAIE: TT AOC x aia aia a a eee eee 42 117.7 3.5 4.0 10 10 

Merchant wholesalers, durable goods ............. 0.0 e eee eee eee ete 423 55.5 3.4 1.8 15 14 
Motor vehicle and motor vehicle parts and supplies merchant wholesalers ............ 4231 9.0 4.4 (2) 16 16 


See footnotes at end of table. 
Table 10. Incidence rates’ and numbers of nonfatal occupational injuries by industry, 2011 -- Continued 


Missouri 





2011 


Percent relativ ndard error 
Average ercent relative standard erro! 


NAICS 
Industry” 3 annual Incidence rates nee 
a employment* (oats) 
Incidence rates Numbers 
(00's) 7 
Machinery, equipment, and supplies merchant wholesalers ...................0-.0- 4238 13.8 1.9 (7) 28 28 
Merchant wholesalers, nondurable goods ............... 0c eee ee eee eee teens 424 36.9 4.6 1:7 15 14 
Grocery and related product merchant wholesalers .................-.0.00-00200- 4244 11.4 7.2 0.9 19 20 
Retallthade cei ciiccnccsncnsueunEcemecscucedh Weert st eset ss anes ena eid 44-45 299.9 3.8 8.6 6 6 
Motor vehicle and parts dealers 2c ccsaesaeseeeeeseeeeeeee sees eae PPP PEPPY ERAY 441 35.7 3.3 1a 12 12 
PUG TONG GES eats Tanta lata acaba a ahaa ocata sacar cnacena a ERE EEE EERE ERE OOM HA 4411 21.7 4.0 0.8 14 14 
Automotive parts, accessories, and tire stores ....... 2... 0.20. e cece eee 4413 11.3 2.6 (°) 29 29 
Furhiture:and'home:sturnishings; stores isi.c Secssesieeeaaanege bce ke ee ke poets s 442 7.7 6.6 (2) 32 31 
Building material and garden equipment and supplies dealers.....................0.. 444 26.2 5.1 12 7 15 


Building material and supplies dealers ............ 0.00.00. cece eee 4441 21.4 4.3 0.8 10 10 


Food <ind: beverage: stores: < on nnnnonsnonnnnnnenennnooe se naty toteatttatat tetas 
GhOCOry SIOLES oie tee eee eee ey Ey Bb oe ep epg hha tees 
Health and personal care storeS ... 0.0... cette eee ened 
Gasoline:stations: 3: ee eee fae eae Sey See ee ee ne wacngeaeaeaagaaamanarnanaays 
Sporting goods, hobby, book, and music stores .............0 00 e eee eee eee eee 
General merchandise Stores .......... 000 c ccc teen eneee eee 
Miscellaneous store retailers... 0.0.02... 20 cec eee e eee 
Nonstore:tetailersiv es a ee ae SS aoa occ ee eden et eeaecbn uaa ncaa ecb ete 
Electronic shopping and mail-order houses ............-0 0000 cece eee eee eee eee 
Direct selling establishments .............0 000. eed 


Transportation and warehousing® hs ecavac ea ae ce eae AAA Aa eat agen 


Rail transportation® . o.oo e eee eee eee teeter eee eenes 
ruck thansportatiomicve a gece ecto uel ioe sce ile ace aces ie ecigle sh Be gee zea aaa ae auth eeae euHUHe 
General freight trucking ............ 02 cece cece eee eee eee eee 
specialized eight Iieking. 0. ocx ceeded a oe oS OAeG 
Transit and ground passenger transportation .......... 0.0: c eee tee eee 
Couriers and messengers ............ 0.0.00 ee 





LU LTT ct SRrRCNCRCRCRCRCRCRCRCRCRCECECRCECRCET ECE CECE CRT ECR RCH aCe SUP eS EST eae eR ae aE aaa Pa Pa a 


Wilts. sscie eg esennaee eR ea HF TFG GEGEN OEE EGE 
Electric power generation, transmission and distribution 





See footnotes at end of table. 
Table 10. Incidence rates' and numbers of nonfatal occupational injuries by industry, 2011 -- Continued 


Missouri 





2011 
Average 


Percent relative standard error 


NAICS Numbers 
annual Incidence rates i 
Industry” code? aad (000's) 
Incidence rates Numbers 

(000's) . 
Nattital: GAS: GISHIDUTION jd: c:2cct tia ddetacecetateryte tate ceta tata te tate tute te pig hogtetielishalatenelahelaieteiaaalgie isles 2212 2.6 7.6 (2) 15 15 
Water, sewage and other‘systems «0.6666 cuneeennuun eee MM Meee « 2213 1.3 3.7 (7) 22 28 
INTORMANON ea ciara aiacaiacara ara uraeaceueseuet tea ctee ASRS CSS ACACIA EN ASS! 55.9 1.1 0.5 17 18 
WMPOP IMATION 555255 cecacetacaca ceca cacacacacacacavatecacetace care ace cacacata asa -a a calesa esata sala sala sa iacasacasacacasasacasacd 51 55.9 ed 0.5 17 18 
Publishing industries (except Internet) ........... 0.00.0 ee eee 511 15.0 tA ( 9 14 14 
Newspaper, periodical, book, and directory publishers.................0..0..0.0.0. 5111 12.7 1.3 (7) 15 15 
Motion picture and sound recording industries ..... 0.0... 066. c cect eee eee 512 3.6 3.1 3) 43 58 
Telecommunications (scope changed in 2009) ................0..0 000.022 c ee eee 517 19.7 0.8 (?) 40 40 
Data processing, hosting, and related services (scope changed in 2009)...............-. 518 10.1 0.6 ( 2 5 9 
Financial activities ........ 0.0.0 cee eet ee 154.6 1.2 1.7 20 20 
Finance and insurance .......... 0.00 e cece eee eee eee eee eee 52 118.8 0.9 1.0 30 30 
Credit intermediation and related activities ......... 0... cece eee eee 522 55.8 -- -- “- ~~ 


Insurance carriers and related activities ......... 0.6.6... cece eee eee 524 42.6 0.7 (°) 29 29 


Real estate and rental and leasing ............ 00.00 cece eee eee ened 
Real estate (scope changed in 2009) ............- 2: cece eect eee eed 
Rental and leasing serviceS ............ 020 cece cette teeta 
Lessors of nonfinancial intangible assets (except copyrighted works) ................... 

Professional and business Services ..........0.0 cece cece cece eee 

Professional, scientific, and technical ServiceS ............00 cece eee eee eee 

Management of companies and enterprises ...........0.0eee cece eee eee eens 


Administrative and support and waste management and remediation services ... . 


Administrative and support services (scope changed in 2009) ..............-.-0-0e eee 
Waste management and remediation services .... 1.0.0... ccc eee 





See footnotes at end of table. 
Table 10. Incidence rates’ and numbers of nonfatal occupational injuries by industry, 2011 -- Continued 


Missouri 





2011 
Average 


Percent relative standard error 


NAICS Numbers 
annual Incidence rates 
Industry” odes aa (000's) 
Incidence rates Numbers 
(000's) a 
Education and health services ........... 0000 c cece eee cece eee eee 383.6 4.6 141 4 4 
Educational Service ..i:00:0:c3ccedederereree ee shee aad 61 40.2 2.1 0.7 6 6 
Health care and social assistance ............ ccc eee eee eee 62 343.4 4.9 13.4 4 4 
Ambulatory health Gare services ......0..0.50.s0.s css c uses Gus S us Sie eeienneccnee 621 104.0 2.1 1.7 15 15 
OffiG OS OF INV SIC ANS ie sea eid eit et eit etait oa aa a So 6211 39.3 1.6 0.5 37 37 
Offices: OF GONUSIS:... 2aaeaeten PARR aoe eAaeaAaaoed a menaRnAnEnAAmMemBAI eee 6212 13.8 1.5 (°) 60 59 
Offices of other health practitioners... 2.22... eee eee ed 6213 13.7 0.7 (25 48 47 
Home health care services ............ 00.0 e eect ttt teen eee 6216 18.4 3.9 0.5 12 13 
HOSDRANS vi. R.ce nee Reeeaeee RMEOSDOD MEAS OOOO RCC eC Cee cecceecedccdccdcceded. 622 117.9 6.4 6.1 1 1 
General medical and surgical hospitals ............ 200200 e cece eee eee eee eee ed 6221 111.7 6.3 5.7 (15, (1) 
Nursing and residential care facilities .................... 00002 - cece eee 623 71.2 7.0 3.9 5 5 
Social-assistanceniiise5945 6599944994995999595955 0504.28 ce cure crt beee be ba mee 624 50.3 41 1.6 26 27 
Leisure and hospitality........0. 0.0... cece eee 271.9 3.2 5.6 6 6 
Arts, entertainment, and recreation ..........020 eee eee eee eee” 71 41.8 3.5 0.9 8 7 
Performing arts, spectator sports, and related industries.......................0----4 711 8.7 8.0 (°) 12 11 
Amusement, gambling, and recreation industries .............0 00 c eee eee eee 713 30.6 2.2 (7) 9 


Accommodation and food ServiceS .........0000 cece eect eens 72 230.2 3.2 4.7 v4 7 


ACCOMMOCATION fick. a 'h200 8) NN eC ete ttt agate 721 27.9 4.3 0.9 14 13 


Traveler accommodation . 6655.45 4444444645 445455445455 VES IA OPP EE PEER PREP EEE 7211 26.9 4.2 0.9 15 14 
Food services and drinking places ........... 0.0... eee 722 202.2 3.0 3.8 8 8 
Full-eervie restaurantes. vc02c5accna sane ea eee EE dE PERT ERR eewereereereeneeey 7221 95.9 2.8 1.6 12 12 
Litited-SeInvice Galing PlACOS 6 cue U EEE UCEu EEE seas susie 7222 87.2 3.4 1.9 13 13 
Other Services 2.323023 eee ere eee eae re SER e Bee ee een 70.8 2.8 15 24 21 
Other services, except public administration ........... 0.0.00 cece eee eee eee 81 70.8 2.8 135 24 21 





See footnotes at end of table. 
Table 10. Incidence rates' and numbers of nonfatal occupational injuries by industry, 2011 -- Continued 


Missouri 





2011 
Average 


Percent relative standard error 





NAICS ; Numbers 
annual Incidence rates ' 
Industry” aadee NORE (000's) 
Incidence rates Numbers 
(00's) " 

Repalr-arid maintenance .2...5s5sis bsesi eee kaa bebe bbbebatbe bees bh bkeeh ehhh 811 23.2 3.6 0.8 37 34 
Commercial and industrial machinery and equipment (except automotive and 

electronic) repair and maintenance ..............0 cece eee cette eee 8113 2.8 7.9 ¢%) 45 44 

Personal. and laundry Servlees. es euceg.eis aiie cee ga ee ta eal a ew wale alate $5595 5 45 4 85 alY 812 25.2 3.0 0.5 34 34 

Religious, grantmaking, civic, professional, and similar organizations .................. 813 22.4 1.6 (%) 43 37 

State and local government ............ 0.00 c cece cece eee eee 367.9 3.9 12.3 13 12 

State government ......... 0... c cece eee -- -- -- - - 

Servite-providing «iin ee EE PEEPS -- -- -- -- -- 

Public administration .........0 0.000. c cece eee eee eee -- -- -- -- -- 

Public cdministfationn.s soo. e eek eek ee ee eee ees 92 -- -- -- -- -- 

Rolice protections <2: see seas eee e ee RRR SAAR RRR Ree eA eeadaaaaes 92212 1.6 5.2 C 20 20 

Local GOVErMnMONE ssi. s cc ken dees eee asses scene peepee ENE NEES Og 277.3 4.5 9.8 16 15 

Goods-producing® .......... 00:0 cece cece cence eee e eee eeeeeteeeeaes 5.9 74 (° 4 6 

Construction ...... 0... ccc eee eee eee e eee enees - 7.4 (9 4 6 

Construction ...... 0... 0c eee eee eee eee e eee eee eeees 23 - 7.4 (9 4 6 

Heavy and Civil. engineering COnStICHON:.g55sss sans ens ee eee EEN EEN EERE Eee Oy 237 5.8 7.5 (? 3 6 

SOPVIGR-FOVICHING oe ia ee aes ee eee eee ee ase olla lalallala nln lan 271.4 4.4 9.4 16 16 

Trade, transportation, and utilities’ ............ 00. c cece cece eee eee eens 13.5 3.7 0.5 24 22 


Transportation and warehousing®............2.eccecececeeeeceeeeeeeeeeeees 48-49 6.8 3.1 (7% 19 18 


Transit and ground passenger transportation. .............. 0.00. c eee eee eee eed 485 4.6 3.2 (?) 26 25 


UtilbhOS tiie his aia i a nt bbdatddded ddd dda dances 22 6.7 4.3 (°) 37 36 





See footnotes at end of table. 
Table 10. Incidence rates’ and numbers of nonfatal occupational injuries by industry, 2011 -- Continued 


Missouri 








































2011 
Average 
Industry? annual Incidence rates 
employment* 
(000's) 


Percent relative standard error 
Numbers 
(000's) 
Incidence rates Numbers 


LUTE SS ies ite t's c ale as. aa Sime Sea ai aa cna ca et ewe vee alee tale 36 
Water: ‘sewage: and‘other systems ie sic gususcnansiha awa WA aah ELE ake 52 
Education and health services .......... 0.00 e eee e eee cette eee eee 23 
Educational services .........0 ccc cece cece eee eee ee eee eee eee eens 30 
Educational-services si: ke eee ee eee ee eed 30 
Elementary and secondary SChOOIS 646s cc sass aan ane aeeaeeaeeaoeaoa eee 32 
Health care and social assistance ......... 000: e cece eee eee eee 9 
TAOS pitied Sik 2c sind esis kes ad nd lak hla nhs nh ed hi li alga beg e D hEOoSE Eee ed 8 
Nursing and residential care facilities .......... 00.0. 46 
Public:administration c2:i.ccccccc2cccre ne naneneasede ded eee eee eee eed 20 
Public administration ..........0 00 c eee 20 
Justice, public order, and safety activities ........ 0.0... 26 


See footnotes at end of table. 
Table 10. Incidence rates' and numbers of nonfatal occupational injuries by industry, 2011 -- Continued 


Missouri 


2011 
Average 
Industry” annual Incidence rates 
employment* 
(000's) 


Percent relative standard error 
Numbers 

(000's) 
Incidence rates Numbers 


Justice, public order, and safety activities 
POMC RORO INT acl aa aan als a a in maaan avn asain rac no ey ee oe alte alee tebe teeta talebed 4 ; E 28 
Fire: ProteCtiONy: s:2-s ese eee eee SS Eee eee cca Seonaeanarenaranaesearsespansranaptnneaeds Se] 






' Incidence rates represent the number of injuries per 100 full-time workers and were calculated as: 
(N/EH) x 200,000 where 


N = number of injuries 
EH = total hours worked by all employees during the calendar year 
200,000 = base for 100 equivalent full-time workers 


(working 40 hours per week, 50 weeks per year). 


? Totals include data for industries not shown separately. 
3 North American Industry Classification System 2007 Edition 


* Employment is expressed as an annual average and is derived primarily from the BLS-State Quarterly 


Census of Employment and Wages. 
° Excludes farms with fewer than 11 employees. 


5 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) 


include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and 


reporting, such as those in oil and gas extraction and related support activities. Data for mining operators in 
coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. 


Department of Labor. Independent mining contractors are excluded from the coal, metal, and nonmetal 


mining industries. These data do not reflect the changes the Occupational Safety and Health Administration 
made to its recordkeeping requirements effective January 1, 2002; therefore estimates for these industries 
are not comparable to estimates in other industries. 

’ Data for mining operators in this industry are provided to BLS by the Mine Safety and Health Administration, 
U.S. Department of Labor. Independent mining contractors are excluded. These data do not reflect the changes 
the Occupational Safety and Health Administration made to its recordkeeping requirements effective January 1, 
2002; therefore estimates for these industries are not comparable to estimates in other industries. 

® Data for employers in rail transportation are provided to BLS by the Federal Railroad 
Administration, U.S. Department of Transportation. 

* Data too small to be displayed. 

1 Relative standard errors were not calculated for mining, except oil and gas (NAICS 212), and rail 
transportation (NAICS 482). 

Relative standard error less than 0.5. 


NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 

SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 

Injuries and Illnesses, in cooperation with participating State agencies. 


Table 11. Incidence rates' of nonfatal occupational injuries and illnesses by industry sector and selected case types, 2009-2011 


Total recordable cases 


Industry Sector? 


All industries including State and local government .............. 


Private industry® seeMaiar i niinsatinarin toric ailetanjaiatatiatt tat afar ntetimiatiniatiat/atin slot ataevaiara 
Goods-producing®...........0cccce cece cece eee eceeeeees 
Natural resources and mining’™...............2.00000005 
Agriculture, forestry, fishing and hunting? 


Manufacturing .........00 0c cece cece eee eee 
Service-providing ......... 202 c eee eee eee eee 
Trade, transportation, and utilities’ ...............0.0.0eee 
Wholesale trade ........... 00 e eee eee eee eee eee 
Retail trade... 6... cece eee eee 
Transportation and Warehousing ................00005 
Utilities <3 svsecees eases eee ers oes neaiend 
INIOFMATION s cwciae eee eee ee eae eae 
Financial activities ............0 cece eed 
Professional and business services .............0+e+e005 
Education and health services ..............0.0eeeeeeees 
Educational services ...........00 cece eee eens 
Health care and social assistance .............0.00005 
Leisure and hospitality............ 0... cece eee eee eee 
Other services, except public administration 


State and local government...........0.0e cece cece eee eee 
State: GOVErNMONe .:3:ocieie.e'encianciarciaeiareueiraidandaigiangidieiane erecta e 
Local GOVErNMeNE so... ccscnscasansaeseasaesan sae eee eee ed 


' Incidence rates represent the number of injuries and illnesses per 100 full-time workers and were 


calculated as: (N/EH) x 200,000 where 


N = number of injuries and illnesses 
EH = total hours worked by all employees during the calendar year 
200,000 = base for 100 equivalent full-time workers 


(working 40 hours per week, 50 weeks per year). 

? North American Industry Classification System, 2007 Edition 

3 Excludes farms with fewer than 11 employees. 

* Data for mining (Sector 21 in the North American Industry Classification System, 2007 
edition) include establishments not governed by the Mine Safety and Health Administration (MSHA) 
rules and reporting, such as those in oil and gas extraction and related support activities. Data for 
mining operators in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and 
Health Administration, U.S. Department of Labor. Independent mining contractors are excluded 





Missouri 


Cases with days away from work, job transfer, or restriction 


ases with days away [Cases with job Wanster or] Other recordable cases 
Total 6 a 
from work restriction 
2009 |} 2010 | 2011 2009 | 2010 | 2011 2009 |} 2010 | 2011 2009 | 2010 | 2011 2009 |} 2010 | 2011 
3.8 3.7 3.5 1.6 1.6 1.6 0.8 0.8 0.8 0.8 0.8 0.8 2.2 2.1 1.9 


from the coal, metal, and nonmetal mining industries. These data do not reflect the changes 
OSHA made to its recordkeeping requirements effective January 1, 2002; therefore 
estimates for these industries are not comparable to estimates in other industries. 
° Data for employers in railroad transportation are provided to BLS by the Federal 
Railroad Administration, U.S. Department of Transportation. 
° Days-away-from-work cases include those that result in days away from 
work with or without restricted work activity. 
“ Data too small to be displayed. 
NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 


SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 
Injuries and Illnesses, in cooperation with participating State agencies. 


2011 Case and Demographic Data 


Private Industry 
e There were 14,420 nonfatal occupational injuries and illnesses involving days away from work in Missouri private 
industry in 2011. The incidence rate was 79.4. 


e Goods-producing sectors had 3,650 (25.3%) of the injuries and illnesses with days away from work in private 
industry in 2011. The incidence rate for the total goods-producing sectors was 104.3. 


e The manufacturing major industry sector had 2,350 nonfatal occupational injuries and illnesses involving days away 
from work in 2011. The incidence rate was 95.7. 


e Service-providing sectors had 10,760 (74.6%) of the injuries and illnesses with days away from work in private 
industry in 2011. The incidence rate for the total service-providing sectors was 73.4. 


e The trade, transportation, and utilities major industry sector had 5,410 nonfatal occupational injuries and illnesses 
involving days away from work in 2011. The incidence rate was 123.2. 


e Male workers accounted for 64.2% of the nonfatal occupational injuries and illnesses involving days away from 
work. Female workers accounted for 35.4% of the injuries and illnesses. 


e Workers aged 45 to 54 accounted for 25.8% of the injuries and illnesses. Workers aged 35 to 44 accounted for 
23.8%. 


e Workers with more than 5 years of service with the employer accounted for 38.8% of the injuries and illnesses. 
Workers with 1 to 5 years of service accounted for 35.0%. 


e White only was the race or ethnic origin accounting for 56.8% of the injuries and illnesses. The race or ethnic origin 
was not reported in 35.1% of the cases. 


e The major occupational group with the most nonfatal occupational injuries and illnesses involving days away from 
work was transportation and material moving occupations with 3,010 (20.9% of the private industry total). 


e The worker occupation with the most injuries and illnesses was heavy and tractor-trailer truck drivers with 1,100 
(7.6% of the total). 


e Sprains, strains, tears was the nature of injury, illness accounting for 36.1% of the nonfatal occupational injuries and 
illnesses involving days away from work. 


e Upper extremities was the part of body accounting for the most injuries and illnesses (32.7%). 


e Floors, walkways, ground surfaces was the source of injury, illness accounting for 20.9% of the injuries and illnesses 
involving days away from work. 


e Overexertion and bodily reaction was the event or exposure accounting for the most injuries and illnesses (34.0%). 


e There were nine median days away from work in private industry in 2011. Male workers had ten median days away 
from work; female workers had six median days. 


e Private industry goods-producing sectors had ten median days away from work. Service-providing sectors had eight 
median days away from work. 


e The time of event category, 8:01 A.M. to 12:00 noon, accounted for 27.6% of the nonfatal occupational injuries and 
illnesses involving days away from work in private industry in 2011. 


e The hours on the job before event occurred category, 2- 4 hours, had 20.8% of the injuries and illnesses. 
e Monday and Wednesday were the days of the week accounting for 17.6% of the injuries and illnesses each. 


Local Government 
e There were 2,180 nonfatal occupational injuries and illnesses involving days away from work in Missouri local 
government in 2011. The incidence rate was 100.3. 


e There were 270 (12.4%) nonfatal occupational injuries and illnesses involving days away from work in the goods- 
producing sectors. The incidence rate was 478.1. 


Construction had 270 nonfatal occupational injuries and illnesses with days away from work. The incidence rate was 
478.5. 


Service-providing sectors had 1,910 (87.6%) of the injuries and illnesses in local government. The incidence rate 
was 90.4. 


Education and health services had 820 nonfatal occupational injuries and illnesses involving days away from work in 
2011. The incidence rate was 60.2. 


Male workers accounted for 64.7% of the nonfatal occupational injuries and illnesses involving days away from 
work. Female workers accounted for 35.3% of the injuries and illnesses. 


Workers aged 45 to 54 accounted for 33.9% of the injuries and illnesses. Workers aged 25 to 34 accounted for 
21.1%. 


Workers with more than 5 years of service with the employer accounted for 61.5% of the injuries and illnesses. 
Workers with 1 to 5 years of service accounted for 30.3%. 


White only was the race or ethnic origin accounting for 65.1% of the injuries and illnesses. The race or ethnic origin 
was not reported in 25.7% of the cases. 


The major occupational group with the most nonfatal occupational injuries and illnesses involving days away from 
work was protective service occupations with 500 (22.9% of the local government total). 


The worker occupation with the most injuries and illnesses was police and sheriff’s patrol officers with 250 (11.5% 
of the total). 


Sprains, strains, tears was the nature of injury, illness accounting for 37.2% of the nonfatal occupational injuries and 
illnesses involving days away from work. 


Trunk was the part of body accounting for the most injuries and illnesses (33.5%). 


Floors, walkways, ground surfaces was the source of injury, illness accounting for 26.6% of the injuries and illnesses 
involving days away from work. 


Falls, slips, trips was the event or exposure accounting for the most injuries and illnesses (29.4%). 


There were eight median days away from work in local government in 2011. Male workers had nine median days 
away from work; female workers had seven median days. 


Local government goods-producing sectors had nine median days away from work. Local government service- 
providing sectors had seven median days away from work. 


The time of event category, 8:01 A.M. to 12:00 noon, accounted for 40.4% of the nonfatal occupational injuries and 
illnesses involving days away from work in local government in 2011. 


The hours on the job before event occurred category, 2-4 hours, had 25.7% of the injuries and illnesses. 
Wednesday and Friday were the days of the week accounting for 20.6% of the injuries and illnesses each. 


Table 1. Number of nonfatal occupational injuries and illnesses involving days away from work : by selected worker characteristics and major industry sector, Private industry, Missouri, 2011 


























Trade, 


providing | and utilities* 


5,410 


3,760 
1,600 


100 
370 
750 
1,450 
1,490 
1,030 
220 


270 
660 
2,170 
2,260 


Goods producing 
Characteristic : peasy Total eat Total 
industry goods and Construction | Manufacturing] service | transportation | Information 
producing mining? 
Total 14,420 3,650 120 1,180 2,350 10,760 
Gender: 
Male 9,260 3,210 100 1,150 1,960 6,040 
Female 5,110 440 20 30 390 4,680 
Age: 
14 to 15 - - - - - - 
16 to 19 470 40 - - 40 430 
20 to 24 1,140 340 20 70 250 810 
25 to 34 2,780 820 30 400 390 1,960 
35 to 44 3,430 790 20 220 550 2,640 
45 to 54 3,720 1,020 40 400 580 2,700 
55 to 64 2,430 530 - 100 420 1,900 
65 and over 440 110 es > 110 330 
Length of service with employer: 
Less than 3 months 1,180 320 = 80 220 860 
3 to 11 months 2,550 690 20 210 460 1,850 
1 to 5 years 5,050 870 30 280 560 4,180 
More than 5 years 5,600 1,770 50 610 1,110 3,830 
Race or ethnic origin’: 
White only 8,190 2,460 40 1,040 1,380 5,740 
Black only 610 100 - - 90 510 
Hispanic or Latino only 450 150 - - 130 300 
Asian only 70 50 -- -- 50 -- 
Native Hawaiian or other Pacific Islander only -- -- -- -- -- -- 
American Indian or Alaskan Native only 20 - ~ ~ ~ 20 
Hispanic or Latino and other race -- -- -- -- -- -- 
Multi-race ~ ~ - - ~ - 
Not reported 5,060 890 60 130 700 4,160 


Service providing 


Professional | Education 


Financial and business} and health 


activities 


services services 


90 520 530 
140 550 1,710 
40 100 

oF 60 190 
20 170 550 
60 400 460 
80 190 530 
70 170 360 
Et 30 40 

= 160 170 
50 240 560 
130 380 820 
50 290 690 
120 490 1,040 
- 110 230 

- 120 30 
100 340 920 


Leisure 
and 
hospitality 


Other 
services 





Public 
Administration 








: Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 

? Excludes farms with fewer than 11 employees. 

5 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007 

include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 

such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 

nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 

Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 

do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 

requirements effective January 1, 2002: therefore estimates for these industries are not comparable 

to estimates in other industries. 

‘ Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, U.S. Department of Transportation. 
® Race and ethnicity data do not add to total. Some cases may be counted as both "Multi-race" and "Hispanic and other" race. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, January 03, 2013. 








Table 2. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work y by selected worker characteristics and major industry sector, Private industry, Missouri, 2011 



























Goods producing Service providing 
ae Private Natural Professional k : 
1 
Selectors industry 2+] Toll | resources ; ie dang __| Financial and Education | Leisure Other Public 
goods and Construction | Manufacturing | service transportation Information activities business and health and services | Administration 
producing mining? providing | and utilities Seruices services | hospitality 
Total 100.0 100.0 100.0 100.0 100.0 100.0 100.0 100.0 100.0 100.0 100.0 100.0 100.0 - 
Gender: 
Male 64.2 87.9 83.3 97.5 83.4 56.1 69.5 73.7 39.1 48.6 23.7 47.2 90.7 - 
Female 35.4 12.1 16.7 2.5 16.6 43.5 29.6 26.3 60.9 51.4 76.3 52.8 9.3 - 
Age: 
14 to 15 - -- - - - - - - - - - - - - 
16 to 19 3.3 11 - - 1.7 4.0 1.8 - - 3.7 45 13.0 74 - 
20 to 24 7.9 9.3 16.7 5.9 10.6 75 6.8 - - 5.6 8.5 16.7 - - 
25 to 34 19.3 22.5 25.0 33.9 16.6 18.2 13.9 26.3 8.7 15.9 24.6 22.2 35.2 - 
35 to 44 23.8 21.6 16.7 18.6 23.4 24.5 26.8 26.3 26.1 37.4 20.5 13.0 13.0 - 
45 to 54 25.8 27.9 33.3 33.9 24.7 25.1 27.5 36.8 34.8 17.8 23.7 19.4 24.1 - 
55 to 64 16.9 14.5 - 8.5 17.9 17.7 19.0 10.5 30.4 15.9 16.1 13.0 20.4 - 
65 and over 3.1 3.0 - - 4,7 341 41 - - 2.8 1.8 1.9 - - 
Length of service with employer: 
Less than 3 months 8.2 8.8 me 6.8 9.4 8.0 5.0 -- -- 15.0 7.6 17.6 11.1 - 
3 to 11 months 17.7 18.9 16.7 17.8 19.6 17.2 12.2 - 21.7 22.4 25.0 21.3 18.5 - 
1 to 5 years 35.0 23.8 25.0 23.7 23.8 38.8 40.1 21.1 56.5 35.5 36.6 40.7 37.0 - 
More than 5 years 38.8 48.5 41.7 51.7 47.2 35.6 41.8 73.7 21.7 27.1 30.8 20.4 33.3 - 
Race or ethnic origin’: 
White only 56.8 67.4 33.3 88.1 58.7 53.3 52.7 42.1 52.2 45.8 46.4 59.3 96.3 - 
Black only 4.2 2.7 - - 3.8 4.7 2.0 -- - 10.3 10.3 3.7 - - 
Hispanic or Latino only 3.1 41 - - 5.5 2.8 11 - - 11.2 1.3 74 - -- 
Asian only 5 1.4 -- -- 2.1 -- -- -- -- -- -- -- -- -- 
Native Hawaiian or other Pacific Islander only -- -- -- -- -- -- -- -- -- -- -- -- -- -- 
American Indian or Alaskan Native only cil -- -- -- -- 2 -- -- -- -- -- -- -- -- 
Hispanic or Latino and other race - - = - - - - - - - - - - - 
Multi-race -- -- -- -- -- -- -- -- -- -- -- -- -- - 
Not reported 35.1 24.4 50.0 11.0 29.8 38.7 44.0 57.9 43.5 31.8 411 27.8 = = 
: Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 





? Excludes farms with fewer than 11 employees. 

5 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007 

include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 

such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 

nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 

Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 

do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 

requirements effective January 1, 2002: therefore estimates for these industries are not comparable 

to estimates in other industries. 

‘ Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, U.S. Department of Transportation. 
° Race and ethnicity data do not add to total. Some cases may be counted as both "Multi-race" and "Hispanic and other" race. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, January 03, 2013. 





Table 3. Number of nonfatal occupational injuries and illnesses involving days away from work ' by major occupational group and major industry sector, Private industry, Missouri, 2011 











Goods producing 
Characteristic eee Natural 
InautY se 7 | ete goods Seana Construction | Manufacturing 
producing and 
mining?® 
Total 14,420 3,650 

Management Occupations 250 50 = 20 30 
Business and Financial Operations Occupations 60 20 as = 20 
Computer and Mathematical Occupations 20 as -- = = 
Architecture and Engineering Occupations 80 -- = es ae 
Life, Physical, and Social Science Occupations 30 20 a = = 
Community and Social Service Occupations 120 - - - = 
Legal Occupations -- 2m zs ee = 
Education, Training, and Library Occupations 210 -- - - ae 
Arts, Design, Entertainment, Sports, and Media Occupations 120 -- -- 2 = 
Healthcare Practitioners and Technical Occupations 590 a - - - 
Healthcare Support Occupations 890 - -- = ie 
Protective Service Occupations 160 -- = — ae 
Food Preparation and Serving Related Occupations 870 20 - - - 
Building and Grounds Cleaning and Maintenance Occupations 670 60 -- 20 30 
Personal Care and Service Occupations 330 - -- 2 & 
Sales and Related Occupations 1,440 - - - - 
Office and Administrative Support Occupations 840 40 -- -- 40 
Farming, Fishing, and Forestry Occupations 60 60 50 = <= 
Construction and Extraction Occupations 1,600 1,250 -- 1,060 180 
Installation, Maintenance, and Repair Occupations 1,120 230 -- 40 180 
Production Occupations 1,920 1,440 -- 30 1,400 
Transportation and Material Moving Occupations 3,010 430 -- -- 410 





Total 
service 
providing 


Trade, 
transportation 


and utilities* 





Information 


Service providing 


Professional 
and business 
services 


Financial 
activities 








Education 
and health 
services 


Leisure and 
hospitality 





Other 
services 





Public 
Administration 








' Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 
? Excludes farms with fewer than 11 employees. 

5 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007 

include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 

such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 

do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 

requirements effective January 1, 2002: therefore estimates for these industries are not comparable 

to estimates in other industries. 

“ Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, U.S. Department of Transportation. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, January 03, 2013. 











Table 4. Number of nonfatal occupational injuries and illnesses involving days away from work : by selected worker occupations and major industry sector, Private industry, Missouri, 2011 





Goods producing Service providing 
Cakupation riwate eh Total Natural Total Trade, ; ; Professional Education | Leisure ; 
industry “*” resources : F : F Financial and Other Public 
goods Construction | Manufacturing} service | transportation] Information ets : and health and x aa : 
producing aes providing | and utilities’ activities business services | hospitality services | Administration 
mining” services 

Total 14,420 3,650 120 1,180 2,350 
Heavy and Tractor-Trailer Truck Drivers 1,100 90 - = 70 
Laborers and Freight, Stock, and Material Movers, Hand 820 210 -- -- 210 
Retail Salespersons 690 - me ian as 
Nursing Assistants 590 - -- a = 
Construction Laborers 430 300 te 220 80 
Light Truck or Delivery Services Drivers 340 - -- a & 
First-Line Supervisors of Retail Sales Workers 340 - me ae ae 
Maintenance and Repair Workers, General 290 80 - ~ 60 
Janitors and Cleaners, Except Maids and Housekeeping 270 30 -- -- 30 
Electricians 240 160 a 140 20 
Registered Nurses 240 - te id = 
Carpenters 210 210 -- 170 40 
Operating Engineers and Other Construction Equipment 210 210 -- 210 -- 
Driver/Sales Workers 190 -- -- he a 
Stock Clerks and Order Fillers 190 7 - a = 
Food Preparation Workers 190 - ue Ss = 
Cleaners of Vehicles and Equipment 190 “ -- ne = 
Landscaping and Groundskeeping Workers 170 20 - 20 - 
Cashiers 170 - ee at = 
Maids and Housekeeping Cleaners 160 “ -- = = 
Customer Service Representatives 150 “ -- BS os 
Automotive Service Technicians and Mechanics 140 - “= oa a 
Welders, Cutters, Solderers, and Brazers 130 60 - <> 60 
Security Guards 130 -- ss ES ae 
Teacher Assistants 110 =H ee Em Be 
Waiters and Waitresses 110 s - ae a 




















' Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 
? Excludes farms with fewer than 11 employees. 

5 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007 

include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 

such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 

do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 

requirements effective January 1, 2002: therefore estimates for these industries are not comparable 

to estimates in other industries. 


‘ Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, U.S. Department of Transportation. 
NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, January 03, 2013. 


Table 5. Number of nonfatal occupational injuries and illnesses involving days away from work : by selected injury or illness characteristics and major industry sector, Private industry, Missouri, 2011 








Characteristic 


Total 


Nature of injury, illness: 
Fractures 
Sprains, strains, tears 
Amputations 
Bruise, contusions 
Chemical burns and corrosions 
Heat (thermal) burns 
Soreness, pain 
Cuts, lacerations, punctures 
Cuts, lacerations 
Punctures (except gunshot wounds) 
Carpal tunnel syndrome 
Tendonitis 
Multiple traumatic injuries 
With sprains 
With fractures 


Part of body affected: 
Head 
Eye 
Neck 
Trunk 
Back 
Upper extremities 
Shoulder 
Arm 
Wrist 
Hand(s) 
Lower extremities 
Knee 
Ankle 
Foot 
Toe, toenail 
Body systems 
Multiple 


Source of injury, illness: 
Chemical, chemical products 
Containers 
Furniture, fixtures 
Machinery 
Parts and materials 
Person, injured or ill worker 
Worker motion or position 
Person, other than injured or ill workers 
Patient 
Floors, walkways, ground surfaces 
Ladder 
Handtools 
Vehicles 
Trucks 
Cart, dolly, hand truck - nonpowered 
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industry 234 


14,420 


2,040 
5,200 
60 
1,230 
90 
170 
1,160 
1,050 
860 
200 
250 
90 
40 
20 


870 
300 
220 
3,580 
2,340 
4,720 
1,280 
830 
700 
1,730 
3,390 
1,290 
740 
550 
160 
520 
1,110 


340 
1,560 
740 
650 
1,060 
1,940 
1,870 
750 
570 
3,020 
530 
500 
1,600 
720 
130 





Total 
goods 
producing 





Goods producing 


Natural 
resources 
and 
mining?* 


Construction 


120 1,180 








Manufacturing 


Total 
service 
providing 


Trade, 
transportation | Information 
and utilities* 


Financial 
activities 


Service providing 


Professional 
and 
business 
services 


Education 
and health 
services 


Leisure 
and 
hospitality 


Other 
services 





Public 
Administration 





Table 5. Number of nonfatal occupational injuries and illnesses involving days away from work : by selected injury or illness characteristics and major industry sector, Private industry, Missouri, 2011 








Goods producing 
Characteristic “ eee Total jf bien Total 
industry goods = ae Construction] Manufacturing] service | transportation | Information 
producing iting? providing | and utilities* 

Event or exposure: 
Violence and other injuries by persons or animal 550 20 -- -- -- 

Intentional injury by other person 240 -- - -- - 

Injury by person - unintentional or intent unknown 80 - - - - 

Animal and insect related incidents 230 20 = = a 
Transportation incidents 900 250 -- 190 60 

Roadway incidents involving motorized land vehicles 580 60 - 40 20 
Fires and explosions 20 -- - -- -- 
Falls, slips, trips 4,220 830 30 340 460 

Slips, trips without fall 660 90 - 20 60 

Fall on same level 2,440 470 20 140 300 

Fall to lower level 1,050 250 ~ 150 90 
Exposure to harmful substances or enviroments 860 160 ~ 30 130 
Contact with object, equipment 2,960 1,000 40 250 710 

Struck by object or equipment 1,590 490 30 150 320 

Struck against object or equipment 690 170 -- 50 110 

Caught in or compressed by object or equipment 570 290 -- 50 240 
Overexertion and bodily reaction 4,900 1,380 30 370 980 

Repetitive motion involving microtasks 640 340 - 60 270 

Overexertion in lifting or lowering 1,860 490 ~ 140 340 

















: Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 
? Excludes farms with fewer than 11 employees. 

3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007 

include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 

such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 

do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 

requirements effective January 1, 2002: therefore estimates for these industries are not comparable 

to estimates in other industries. 


‘ Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, U.S. Department of Transportation. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, January 03, 2013. 
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Table 6. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work ; by selected injury or illness characteristics and major industry sector, Private industry, Missouri, 2011 








Characteristic 


Total 


Nature of injury, illness: 
Fractures 
Sprains, strains, tears 
Amputations 
Bruise, contusions 
Chemical burns and corrosions 
Heat (thermal) burns 
Soreness, pain 
Cuts, lacerations, punctures 
Cuts, lacerations 
Punctures (except gunshot wounds) 
Carpal tunnel syndrome 
Tendonitis 
Multiple traumatic injuries 
With sprains 
With fractures 


Part of body affected: 
Head 
Eye 
Neck 
Trunk 
Back 
Upper extremities 
Shoulder 
Arm 
Wrist 
Hand(s) 
Lower extremities 
Knee 
Ankle 
Foot 
Toe, toenail 
Body systems 
Multiple 


Source of injury, illness: 
Chemical, chemical products 
Containers 
Furniture, fixtures 
Machinery 
Parts and materials 
Person, injured or ill worker 
Worker motion or position 
Person, other than injured or ill workers 
Patient 
Floors, walkways, ground surfaces 
Ladder 
Handtools 
Vehicles 
Trucks 
Cart, dolly, hand truck - nonpowered 
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Total 
goods 
producing 





Goods producing 


Natural 
resources 
and 
mining?* 


100.0 





Construction 





Manufacturing 


Total 
service 
providing 


Trade, 
transportation 
and utilities* 





Information 





Financial 
activities 


Service providing 


Professional 
and 
business 
services 





Education 
and health 
services 


Leisure 
and 
hospitality 


Other 
services 





Public 
Administration 





Table 6. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work ; by selected injury or illness characteristics and major industry sector, Private industry, Missouri, 2011 








Goods producing Service providing 
Charactetistia ahinaee Total Natural Total Trade, _ Professional Education | Leisure 
industry goods baer Construction| Manufacturing} service transportation Information Sse sie es and health and 
producing mining? providing | and utilities Services services | hospitality 
Event or exposure: 
Violence and other injuries by persons or animal 3.8 5 -- -- -- 
Intentional injury by other person 1.7 -- - - -- 
Injury by person - unintentional or intent unknown 6 ne a -- 
Animal and insect related incidents 1.6 Bs) - ~ - 
Transportation incidents 6.2 6.8 -- 16.1 2.6 
Roadway incidents involving motorized land vehicles 4.0 1.6 - 3.4 9 
Fires and explosions =i - - - -- 
Falls, slips, trips 29.3 22.7 25.0 28.8 19.6 
Slips, trips without fall 4.6 2.5 - 1.7 2.6 
Fall on same level 16.9 12.9 16.7 11.9 12.8 
Fall to lower level 7.3 6.8 = 12.7 3.8 
Exposure to harmful substances or enviroments 6.0 4.4 - 2.5 5.5 
Contact with object, equipment 20.5 27.4 33.3 21.2 30.2 
Struck by object or equipment 11.0 13.4 25.0 12.7 13.6 
Struck against object or equipment 4.8 47 -- 4.2 4.7 
Caught in or compressed by object or equipment 4.0 7.9 -- 4.2 10.2 
Overexertion and bodily reaction 34.0 37.8 25.0 31.4 41.7 
Repetitive motion involving microtasks 4.4 9.3 - 51 11.5 
Overexertion in lifting or lowering 12.9 13.4 - 11.9 14.5 


























: Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 
? Excludes farms with fewer than 11 employees. 

3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007 

include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 

such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 

do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 

requirements effective January 1, 2002: therefore estimates for these industries are not comparable 

to estimates in other industries. 


‘ Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, U.S. Department of Transportation. 
NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, January 03, 2013. 
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Table 7. Incidence rates’ for nonfatal occupational injuries and illnesses involving days away from work' per 10,000 full-time workers for selected characteristics and major industry sector, Private industry, Missouri, 2011 








Characteristic 


Total 


Nature of injury, illness: 
Fractures 
Sprains, strains, tears 
Amputations 
Bruise, contusions 
Chemical burns and corrosions 
Heat (thermal) burns 
Soreness, pain 
Cuts, lacerations, punctures 
Cuts, lacerations 
Punctures (except gunshot wounds) 
Carpal tunnel syndrome 
Tendonitis 
Multiple traumatic injuries 
With sprains 
With fractures 


Part of body affected: 
Head 
Eye 
Neck 
Trunk 
Back 
Upper extremities 
Shoulder 
Arm 
Wrist 
Hand(s) 
Lower extremities 
Knee 
Ankle 
Foot 
Toe, toenail 
Body systems 
Multiple 


Source of injury, illness: 
Chemical, chemical products 
Containers 
Furniture, fixtures 
Machinery 
Parts and materials 
Person, injured or ill worker 
Worker motion or position 
Person, other than injured or ill workers 
Patient 
Floors, walkways, ground surfaces 
Ladder 
Handtools 
Vehicles 
Trucks 
Cart, dolly, hand truck - nonpowered 
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Total goods 
producing 





Goods producing 


Natural 
resources 
and 
mining?* 


Constructi 


ion 


98.8 128.1 








Manufacturing 


Total 
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providing 
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transportation | Information 
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services 
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Education 
and health 
services 
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Other 
services 





Public 
Administration 








Table 7. Incidence rates’ for nonfatal occupational injuries and illnesses involving days away from work' per 10,000 full-time workers for selected characteristics and major industry sector, Private industry, Missouri, 2011 





Goods producing 
Characteristic i oe . Done 
industry otal goods pata Construction | Manufacturing 
producing and 
mining?* 

Event or exposure: 

Violence and other injuries by persons or animal 3.0 6 - -- -- 
Intentional injury by other person 1.3 -- - - -- 
Injury by person - unintentional or intent unknown A - - -- - 
Animal and insect related incidents 1.3 5 - - - 

Transportation incidents 5.0 7.2 -- 20.4 2.4 
Roadway incidents involving motorized land vehicles 3.2 1.7 -- 44 8 

Fires and explosions Al - -- - -- 

Falls, slips, trips 23.2 23.8 23.9 36.9 18.8 
Slips, trips without fall 3.6 2.4 -- 2.2 2.6 
Fall on same level 13.4 13.3 16.4 15.6 12.3 
Fall to lower level 5.8 7.2 ae 16.6 3.7 

Exposure to harmful substances or enviroments 47 46 - 3.5 6A 

Contact with object, equipment 16.3 28.4 33.8 26.6 28.9 
Struck by object or equipment 8.7 13.9 21.7 15.7 12.9 
Struck against object or equipment 3.8 4.8 -- 5.3 4.6 
Caught in or compressed by object or equipment 3.1 8.3 -- 5.2 9.7 

Overexertion and bodily reaction 27.0 39.4 23.5 40.5 39.8 
Repetitive motion involving microtasks 3.5 9.6 -- 6.7 10.9 
Overexertion in lifting or lowering 10.3 141 - 15.0 14.0 

















' Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and were 
calculated as: (N/EH) x 20,000,000 where 


N = number of injuries and illnesses 
EH = total hours worked by all employees during calendar year 
20,000,000 = base for 10,000 equivalent full-time workers (working 40 hours per week, 


50 weeks per year). 
2 Days-away-from-work cases include those that result in days away from work with or without job 
transfer or restriction. 
3 Excludes farms with fewer than 11 employees. 


4 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007 
include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 
do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 
requirements effective January 1, 2002: therefore estimates for these industries are not comparable 
to estimates in other industries. 


® Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, U.S. Department of Transportation. 
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Table 8. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work’ by selected worker characteristics and number of days away 
from work, Private industry, Missouri, 2011 





Percent of cases involving 


Median 
Characteristic days away 
Total 1 day 2 days 3to5 6 to 10 11 to 20 21 to 30 31 days from:work 
cases days days days days or more 
: 13.0 10.1 18.0 14.1 11.2 7.8 25.7 


1-5 years 
5 years or more 


Race or ethnic oriain?: 

White 

Hispanic or Latino 

Black or African American 

Asian 

American Indian or Alaska Native 

Native Hawaiian or Other Pacific Islander 
Multi-race 

Hispanic and other 


' Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 
? Race and ethnicity data do not add to total. Some cases may be counted as both Multi-race and "Hispanic and other" race. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, January 03, 2013. 








Table 9. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work' by major occupational group and number of days away from 
work, Private industry, Missouri, 2011 


Percent of cases involving 


Median 
Occupation days away 
Total 1 day 2 days 3to5 6 to 10 11 to 20 21 to 30 31 days froinwork 
cases days days days days or more 
: 13.0 10.1 18.0 14.1 11.2 7.8 25.7 


Management Occupations 

Business and Financial Operations Occupations 
Computer and Mathematical Occupations 
Architecture and Engineering Occupations 

Life, Physical, and Social Science Occupations 
Community and Social Service Occupations 

Legal Occupations 

Education, Training, and Library Occupations 

Arts, Design, Entertainment, Sports, and Media Occupations 
Healthcare Practitioners and Technical Occupations 
Healthcare Support Occupations 

Protective Service Occupations 

Food Preparation and Serving Related Occupations 
Building and Grounds Cleaning and Maintenance Occupations 
Personal Care and Service Occupations 

Sales and Related Occupations 

Office and Administrative Support Occupations 
Farming, Fishing, and Forestry Occupations 
Construction and Extraction Occupations 
Installation, Maintenance, and Repair Occupations 
Production Occupations 

Transportation and Material Moving Occupations 


Total 


ANWDANDODAUNAD | 


ye) 
oO 


4 Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, January 03, 2013. 





Table 10. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work’ by selected occupations and number of days away from work, 
Private industry, Missouri, 2011 


Percent of cases involving 


Median 
Desupation Total 3105 6to10 | 111020 | 211030 | 31days | tvs away 
1 day 2 days from work 
cases days days days days or more 
10.1 18.0 14.1 11.2 7.8 25.7 


Total ‘ 13.0 


Heavy and Tractor-Trailer Truck Drivers 

Laborers and Freight, Stock, and Material Movers, Hand 
Retail Salespersons 

Nursing Assistants 

Construction Laborers 

Light Truck or Delivery Services Drivers 

First-Line Supervisors of Retail Sales Workers 
Maintenance and Repair Workers, General 

Janitors and Cleaners, Except Maids and Housekeeping Cleaners 
Electricians 

Registered Nurses 

Carpenters 

Operating Engineers and Other Construction Equipment Operators 
Driver/Sales Workers 

Stock Clerks and Order Fillers 

Food Preparation Workers 

Cleaners of Vehicles and Equipment 

Landscaping and Groundskeeping Workers 

Cashiers 

Maids and Housekeeping Cleaners 

Customer Service Representatives 

Automotive Service Technicians and Mechanics 
Welders, Cutters, Solderers, and Brazers 

Security Guards 

Teacher Assistants 

Waiters and Waitresses 


oe 
a-wWdWUaIMNNN OW BPD 


= 


' Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, January 03, 2013. 





Table 11. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work' by major industry sector and number of days away from 
work, Private industry, Missouri, 2011 


Percent of cases involving 


Median 
Indtety Seetet Total 3105 61010 | 11t020 | 21t030 | 31days | 22¥S vay 
1 day 2 days from work 
cases days days days days or more 
; 13.0 10.1 18.0 14.1 11.2 7.8 25.7 
Goods-producing 


Natural resources and minina?? 
Construction 
Manufacturing 


Private Industry? 


Service-providing 
Trade. transportation, and utilities* 
Information 
Financial activities 
Professional and business services 
Education and health services 
Leisure and hospitality 
Other services 


8 
1 
4 
4 
6 
4 
7 
3 


i Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 
? Excludes farms with fewer than 11 employees. 

3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007 

include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 

such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 

do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 

requirements effective January 1, 2002: therefore estimates for these industries are not comparable 

to estimates in other industries. 


“ Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, U.S. Department of Transportation. 
NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, January 03, 2013. 





Table 12. Number of nonfatal occupational injuries and illnesses involving days away from work' by time, hours on the job, and day of week and major industry sector, Private industry, Missouri, 2011 





















































Goods producing Service providing 
Private Natural 
Characteristic F 23,4 Total Trade, 5 : Professional | Education |, _. : 
industry ‘Lotal goods resources | Construction Manufacturing} service | transportation | Information pinenelal and business] and health pee ea Other publ i 
producing and oe PAY activities ‘ hospitality | services | Administratioin 
03 providing | and utilities services services 
mining 
Total 14,420 3,650 120 1,180 2,350 10,760 5,410 190 230 1,070 2,240 1,080 540 _ 
Time of event: 
Time (12:01AM - 4:00AM) 460 130 = 20 120 330 200 ~ = 50 60 20 = ri 
Time (4:01AM - 8:00AM) 1,410 360 20 100 250 1,050 490 20 20 150 250 40 90 - 
Time (8:01AM - 12Noon) 3,980 1,110 40 400 670 2,870 1,600 20 30 300 530 240 150 - 
Time (12:01PM - 4:00PM) 3,250 670 40 260 370 2,580 1,480 90 40 180 530 180 80 ~ 
Time (4:01PM - 8:00PM) 1,600 200 = 20 160 1,400 590 40 ~ 160 380 210 = - 
Time (8:01PM - 12Midnight) 900 190 - 30 160 710 330 = - 30 160 180 - =, 
Time (not reported) 2,820 1,000 - 360 630 1,820 730 20 140 190 330 200 220 - 
Hours on the job before event occurred: 
Hours (before shift began) 120 - - = 5, 110 30 = so = 60 a 3 = 
Hours (less than 1 hour) 1,280 220 ~ 50 160 1,070 520 30 30 90 200 100 90 _ 
Hours (1 -2 hours) 1,490 400 = 180 220 1,100 590 - = 120 230 70 70 - 
Hours (2 - 4 hours) 3,000 640 20 220 410 2,360 1,290 20 30 280 430 280 = ~ 
Hours (4 - 6 hours) 2,260 490 20 90 370 1,770 920 - 20 150 410 180 70 - 
Hours (6 - 8 hours) 1,870 550 30 200 330 1,320 560 90 20 100 370 170 > - 
Hours (8 - 10 hours) 1,200 240 - 60 170 960 660 - - 70 140 60 = - 
Hours (10 - 12 hours) 180 60 = ~ 50 120 40 - - 30 40 ~ ~ ~ 
Hours (12 - 16 hours) 80 - 7 - * 70 - es 7 30 30 < = = 
Hours (more than 16 hours) 7 - - - * as = = is ra = es = ae 
Hours (not reported) 2,910 1,030 40 360 630 1,880 790 20 140 190 330 200 220 - 
Day of week: 
Weekday (Sunday) 940 130 - 20 100 810 380 > = 110 200 130 - ~ 
Weekday (Monday) 2,540 590 20 170 400 1,950 1,210 20 ~ 220 350 110 - - 
Weekday (Tuesday) 2,430 730 20 260 450 1,710 880 - 80 130 360 150 100 ~ 
Weekday (Wednesday) 2,540 740 ~ 210 510 1,800 860 50 20 150 440 180 80 - 
Weekday (Thursday) 2,350 690 40 230 420 1,660 830 20 50 150 310 180 120 _ 
Weekday (Friday) 2,340 570 = 210 350 1,760 890 50 70 220 370 120 50 ~ 
Weekday (Saturday) 1,270 200 = 80 110 1,080 370 40 - 80 200 200 180 - 
i Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 
? Excludes farms with fewer than 11 employees. 
3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007 
include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 
do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 
requirements effective January 1, 2002: therefore estimates for these industries are not comparable 
to estimates in other industries. 
“ Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, U.S. Department of Transportation. 
NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 
SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, January 03, 2013. 











Table 13. Percent Distribution of nonfatal occupational injuries and illnesses involving days away from work' by time, hours on the job, and day of week and major industry sector, Private industry, Missouri, 2011 





Characteristic 


Total 


Time of event: 
Time (12:01AM - 4:00AM) 
Time (4:01AM - 8:00AM) 
Time (8:01AM - 12Noon) 
Time (12:01PM - 4:00PM) 
Time (4:01PM - 8:00PM) 
Time (8:01PM - 12Midnight) 
Time (not reported) 


Hours on the job before event occurred: 
Hours (before shift began) 
Hours (less than 1 hour) 
Hours (1 -2 hours) 

Hours (2 - 4 hours) 

Hours (4 - 6 hours) 

Hours (6 - 8 hours) 

Hours (8 - 10 hours) 

Hours (10 - 12 hours) 
Hours (12 - 16 hours) 
Hours (more than 16 hours) 
Hours (not reported) 


Day of week: 
Weekday (Sunday) 
Weekday (Monday) 
Weekday (Tuesday) 
Weekday (Wednesday) 
Weekday (Thursday) 
Weekday (Friday) 
Weekday (Saturday) 





Goods producing 
Private Natural 
i 23,4 Total Total 
industry goods pees Construction | Manufacturing) service 
producing mining? providing 
100.0 100.0 100.0 100.0 100.0 100.0 
3.2 3.6 - AS? 5.1 3.1 
9.8 9.9 16.7 8.5 10.6 9.8 
27.6 30.4 33.3 33.9 28.5 26.7 
22.5 18.4 33.3 22.0 15.7 24.0 
11.1 5.5 - AS: 6.8 13.0 
6.2 5.2 - 2.5 6.8 6.6 
19.6 27.4 - 30.5 26.8 16.9 
8 te - - - 1.0 
8.9 6.0 - 4.2 6.8 9.9 
10.3 11.0 - 15.3 9.4 10.2 
20.8 17.5 16.7 18.6 17.4 21.9 
15.7 13.4 16.7 7.6 15.7 16.4 
13.0 15.1 25.0 16.9 14.0 12.3 
8.3 6.6 - 5.1 hea 8.9 
1.2 1.6 - - 2.1 11 
6 i - - - 7 
20.2 28.2 33.3 30.5 26.8 17.5 
6.5 3.6 - 1.7 43 75 
17.6 16.2 16.7 14.4 17.0 18.1 
16.9 20.0 16.7 22.0 19.1 15.9 
17.6 20.3 - 17.8 21.7 16.7 
16.3 18.9 33.3 19.5 17.9 15.4 
16.2 15.6 - 17.8 14.9 16.4 
8.8 5.5 - 6.8 47 10.0 




















' Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 


? Excludes farms with fewer than 11 employees. 


3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007 

include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 
do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 
requirements effective January 1, 2002: therefore estimates for these industries are not comparable 


to estimates in other industries. 


‘ Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, U.S. Department of Transportation. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


transportation | Information 
and utilities* 


Trade, . : 
Financial 


activities 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, January 03, 2013. 


Service providing 


Professional 


services 


Education 
and business] and health 


services 


Leisure 
and 
hospitality 






Other 
services 


Public 
Administration 





Table 14. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work’ by time, hours on the job, and day of week and number of 
days away from work, Private industry, Missouri, 2011 


Percent of cases involving 


Median 
Characteristic days away 
Total 1 day 2 days 3to5 6 to 10 11 to 20 21 to 30 31 days ffonitwork 
cases days days days days or more 
: 10.1 18.0 14.1 11.2 7.8 25.7 


13.0 


12:01AM - 4:00AM 
4:01AM - 8:00AM 
8:01AM - 12noon 
12:01PM - 4:00PM 
4:01PM - 8:00PM 
8:01PM - 12midnight 
Time not reported 


Hours on the job before event occurred: 
Before shift began 
Less than 1 hour 
1 - 2 hours 
2-4 hours 
4-6 hours 
6 - 8 hours 
8 - 10 hours 
10 - 12 hours 
12 - 16 hours 
More than 16 hours 
Hours not reported 


Day of week: 
Sunday 
Monday 
Tuesday 
Wednesday 
Thursday 
Friday 
Saturday 


: Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, January 03, 2013. 





Table 15. Incidence rates ' for nonfatal occupational injuries and illnesses involving days away from work ° per 10,000 full-time workers by selected worker characteristics, major occupational group, and selected parts of body, Private industry, Missouri, 2011 





Part of body affected by the injury or illness 














Head Trunk Upper extremities Lower extremities 
Characteristic hace feck Body Multiple All other 
Total Eyes Total Back Total Shoulder Arm Hand Wrist Total Knee Ankle Foot systems Pauls body parts 
Total 79.4 48 1.6 die 19.7 12.9 26.0 tl 4.6 9.6 3.9 18.6 71 41 3.0 2.9 6.1 - 
Gender: 
Male 90.5 5.1 21 1.3 24.7 14.2 31.1 9.0 5.9 12.2 3.2 18.6 6.3 3.2 3.3 3.3 6.4 - 
Female 65.0 4.4 1.0 1.0 13.3 11.3 19.5 4.5 28 6.2 48 18.7 8.1 5.2 2.6 2.3 5.8 = 
Age: 
16-19 119.4 21.8 14.6 47 4.9 = 65.5 6.7 AD 30.2 11.6 14.8 oa = 8.7 5.5 - = 
20-24 69.2 48 9 1.6 18.9 10.0 28.8 6.7 3.8 14.5 3.6 13.0 4.3 3.3 21 ae 1.2 2 
25 - 34 63.3 3.8 1.4 8 18.7 12.1 19.2 3.2 28 10.2 2.4 11.0 2.6 4.3 2.0 1.9 7.9 en 
35-44 90.0 CHA 25 15 23.2 15.1 24.6 6.6 3.2 10.0 4.2 24.4 9.6 4.9 3.9 5.8 47 = 
45-54 80.9 3.8 1.4 1.2 18.0 12.8 28.4 10.0 3.9 8.3 5.1 20.8 9.8 41 3.2 2.2 6.6 = 
55 - 64 91.5 4.9 - 1.0 22.6 17.0 28.1 9.8 8.2 5.3 3.3 24.0 8.1 41 3.3 3.3 7.6 = 
65 and over 68.2 2.9 - - 17.9 27 22.6 48 11.3 3.2 a 16.3 8.8 ES - - 7.9 - 
Major occupational group: 
Management Occupations 23.1 LF - ie 6.9 4.6 7.6 2.4 # 4.4 eS 4.2 1.6 21 at = 2.0 3 
Business and Financial Operations Occupations 6.9 - - - - - 1.8 - - - - 1.8 - - - - - - 
Computer and Mathematical Occupations 25 - - - - - - - - - - - - ~ - - - ~ 
Architecture and Engineering Occupations 28.5 - - - - - 7.0 - - - - 10.5 - - - ~ - - 
Life, Physical, and Social Science Occupations 33.7 - - - - - - - - - - 18.6 - - - - - - 
Community and Social Service Occupations 70.9 ~ - ~ - - - - - ~ - 17.3 - - - 33.5 - ~ 
Legal Occupations - - - - - - - - - - - - - - - - - - 
Education, Training, and Library Occupations 114.9 26.6 8.5 - = = 50.7 - Ps 43.4 = 27.0 22.2 - = - == 
Arts, Design, Entertainment, Sports, and Media Occupations 56.2 - - - 7.8 - 11.2 - - - - 29.9 - 9.3 10.0 - -- - 
Healthcare Practitioners and Technical Occupations 49.0 2.2 fe 1.6 11.5 8.7 13.7 2.5 1.9 4.6 44 13.4 6.1 3.8 se = 6.1 a 
Healthcare Support Occupations 157.6 7.9 =o ee 63.0 52.3 37.2 1441 5.6 9.6 5.0 31.7 13.8 6.0 4.3 = 14.1 = 
Protective Service Occupations 85.2 = - - - =r 13.5 oo - = - 45.9 9.0 27.0 ca ee = = 
Food Preparation and Serving Related Occupations 59.0 41 1.2 1.8 7.2 4.9 31.8 41 2.9 17.2 5.3 AAS 4.2 3.41 21 - 2.0 - 
Building and Grounds Cleaning and Maintenance Occupations 138.8 10.0 - - 39.2 31.6 51.8 13.4 Wa 21.4 49 26.8 14.9 6.6 a 3.4 6.6 = 
Personal Care and Service Occupations 75.7 11.2 za - 15.9 13.0 11.4 on 7.9 = = 24.9 6.0 10.4 - = 10.2 = 
Sales and Related Occupations 64.9 5.9 21 1.4 10.6 9.1 13.6 5.6 24 3.4 2.2 21.4 10.3 3.3 3.6 8.5 3.4 = 
Office and Administrative Support Occupations 28.0 1.1 = 5 5.0 4.3 10.4 3.8 1S: 2.3 1.9 8.3 3.5 1.0 14 5 2A = 
Farming, Fishing, and Forestry Occupations 42.6 - -- - - - 21.0 - - - -- - -- - - - - - 
Construction and Extraction Occupations 213.3 78 3.0 ee 54.8 31.1 70.0 25.7 17.3 16.1 8.5 40.1 22.4 3.3 5.3 2.2 37.0 = 
Installation, Maintenance, and Repair Occupations 135.3 49 - - 30.8 23.7 50.0 7.2 4.0 32.6 5.7 38.0 11.4 47 3.5 4.2 6.8 - 
Production Occupations 113.2 8.9 5.9 = 26.8 13.2 51.8 8.3 6.4 26.1 9.4 19.2 5.8 6.4 45 3.8 2.2 = 
Transportation and Material Moving Occupations 210.3 8.7 2.8 3.3 73.5 39.1 57.0 23.5 16.0 9.1 6.9 43.5 14.0 8.0 9.1 5.8 18.4 oo 






























































' Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and were 
calculated as: (N/EH) x 20,000,000 where 


N = number of injuries and illnesses 
EH = total hours worked by all employees during calendar year 
20,000,000 = base for 10,000 equivalent full-time workers (working 40 hours per week, 


50 weeks per year). 


? Days-away-from-work cases include those that result in days away from work with or without job 
transfer or restriction. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, January 03, 2013. 








Table 16. Incidence rates ' for nonfatal occupational injuries and illnesses involving days away from work = per 10,000 full-time workers by selected worker characteristics, major occupational group, and selected natures of injury or illness, Private industry, Missouri, 2011 





Nature of injury or illness 














Cuts, lacerations, punctures Multiple traumatic injuries 
Characteristic Private industry A ' Carpal 
peace Fractures s Cuts, Bruises | Heat burns ae Amputations| tunnel | Tendonitis with ; ; ag nee 
otal lacerations Punctures syndrome Total fractures with sprains 
Total 79.4 28.6 11.2 5.8 47 11 6.8 9 5 3 1.4 Sad 25, 1 2 6.4 16.8 
Gender: 
Male 90.5 30.9 14.9 7.0 5.8 1.3 6.8 9 9 6 9 - 5 - 3 6.0 
Female 65.0 25.6 6.4 4.2 3.4 9 6.8 1.0 = = 2.0 as A Fe eo 6.9 
Age: 
14-15 = BSS - - = - pas - - - - - = Bes - 3 = 
16-19 119.4 28.3 7.2 23.3 15.2 8.1 17.3 - - - - - - - - 15.1 25.5 
20 - 24 69.2 25.1 6.1 10.3 7.9 2.4 5.4 1.5 - - - - - - - 6.2 13.8 
25 - 34 63.3 18.9 11.4 6.8 5.6 1:2 7.3 1.0 oe ord 6 ai on pe = 47 12.0 
35 - 44 90.0 33.6 10.7 5.6 5.0 6 5.7 at 21 af 1.7 or 6 a a 6.6 22.0 
45 - 54 80.9 31.2 9.3 3.6 2.8 9 6.7 9 - - 2.5 - 5 - - 8.2 17.5 
55 - 64 91.5 37.8 16.9 3.8 3.3 - 7.6 1.0 = a nly = ee - = 5.0 16.9 
65 and over 68.2 19.2 19.1 - So ay 4.2 aa a i a a 24 SS = 4.2 16.3 
Major occupational group: 
Management Occupations 23.1 7.2 3.0 2.6 2.6 - - -- - -- - - - - -- - 7.7 
Business and Financial Operations Occupations 6.9 3.5 - - - - - - - - - - -- - - - - 
Computer and Mathematical Occupations 2.5 - - - - - - - - - - - -- - -- - - 
Architecture and Engineering Occupations 28.5 12.8 7.4 - - - - - - - - - - - - - - 
Life, Physical, and Social Science Occupations 33.7 - - - -- - - - - - - - -- - - -- - 
Community and Social Service Occupations 70.9 - 18.4 - -- - - - - - - - - - -- - 33.5 
Legal Occupations - - - - - - - - - - - - -- - -- - - 
Education, Training, and Library Occupations 114.9 26.5 - 24.3 24.3 - - - - - - - - - - 42.2 15.7 
Arts, Design, Entertainment, Sports, and Media Occupations 56.2 27.5 12.5 - - - -- - - - - -- - - -- - 14.0 
Healthcare Practitioners and Technical Occupations 49.0 19.9 3.9 3.4 - 2.5 6.2 - -- - 2.5 - - - - 6.6 5.8 
Healthcare Support Occupations 157.6 68.1 5.6 - -- - 22.0 - - - - - -- - - 34.1 23.1 
Protective Service Occupations 85.2 23.2 - - - - 11.2 - - - - - -- - -- -- 29.1 
Food Preparation and Serving Related Occupations 59.0 17.3 3.9 12.8 12.8 - 7.6 6.8 -- - - -- - - - 2.5 7.6 
Building and Grounds Cleaning and Maintenance Occupations 138.8 45.9 15.5 7.2 5.9 - 11.0 - - - - - - - -- 20.2 33.6 
Personal Care and Service Occupations 75.7 34.2 - 15.6 41 11.5 7.4 - - - - - - - - - 13.8 
Sales and Related Occupations 64.9 24.5 7.9 1.9 1.5 - 8.0 - - - - - -- - - 3.3 16.7 
Office and Administrative Support Occupations 28.0 11.4 49 1.3 - - 1.4 - - - 1.0 - - - - 27 5A 
Farming, Fishing, and Forestry Occupations 42.6 14.2 - - - - -- - - -- - - - - - - - 
Construction and Extraction Occupations 213.3 76.0 43.4 10.2 8.7 - 15.7 - - -- 2.9 -- - - - 8.4 56.1 
Installation, Maintenance, and Repair Occupations 135.3 49.5 24.8 15.5 14.8 - 4.5 - - 3.5 - - - - - 11.1 23.9 
Production Occupations 113.2 36.0 10.2 11.8 10.3 1.6 5.5 15, 1.6 1.5 5.6 - - - - 5.6 32.8 
Transportation and Material Moving Occupations 210.3 78.6 45.0 7.2 5.9 1.3 20.5 - 2.1 - 1.2 - 2.5 - 1.6 16.0 36.7 



























































' Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and were 


calculated as: (N/EH) x 20,000,000 where 


N = number of injuries and illnesses 
EH = _ total hours worked by all employees during calendar year 
20,000,000 = base for 10,000 equivalent full-time workers (working 40 hours per week, 


50 weeks per year). 


? Days-away-from-work cases include those that result in days away from work with or without job 


transfer or restriction. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, January 03, 2013. 











Table 17. Incidence rates ' for nonfatal occupational injuries and illnesses involving days away from work 2 per 10,000 full-time workers by selected worker characteristics, major occupational group, and selected sources of injury or 
illness, Private industry, Missouri, 2011 


Source of injury or illness 


Chemicals Floors: 
. Person, Person, Worker : 
and Furniture Parts and Health care walkways, Handtools | Vehicles All other 
or ground sources 
surfaces 


Characteristic Private 


industry : Containers . Machinery other than injured or ill] motion or 
chemical and fixtures 


products 


materials patient 


worker worker position 


Total 


Gender: 
Male 
Female 


Age: 
14-15 
16-19 
20 - 24 
25 - 34 
35 - 44 
45 - 54 
55 - 64 
65 and over 


Major occupational group: 
Management Occupations 
Business and Financial Operations Occupations 
Computer and Mathematical Occupations 
Architecture and Engineering Occupations 
Life, Physical, and Social Science Occupations 
Community and Social Service Occupations 
Legal Occupations 
Education, Training, and Library Occupations 
Arts, Design, Entertainment, Sports, and Media Occupations 
Healthcare Practitioners and Technical Occupations 
Healthcare Support Occupations 
Protective Service Occupations 
Food Preparation and Serving Related Occupations 
Building and Grounds Cleaning and Maintenance Occupations 
Personal Care and Service Occupations 
Sales and Related Occupations 
Office and Administrative Support Occupations 
Farming, Fishing, and Forestry Occupations 
Construction and Extraction Occupations 
Installation, Maintenance, and Repair Occupations 
Production Occupations 
Transportation and Material Moving Occupations 











' Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and were 
calculated as: (N/EH) x 20,000,000 where 


N = number of injuries and illnesses 
EH = total hours worked by all employees during calendar year 
20,000,000 = base for 10,000 equivalent full-time workers (working 40 hours per week, 


50 weeks per year). 
Z Days-away-from-work cases include those that result in days away from work with or without job 
transfer or restriction. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, January 03, 2013. 


Table 18. Incidence rates ' for nonfatal occupational injuries and illnesses involving days away from work ig per 10,000 full-time workers by selected worker characteristics, major occupational group, and 
selected events or exposures leading to injury or illness, Private industry, Missouri, 2011 





Event or exposure leading to injury or illness 











Contact with objects Falls, slips, trips Overexertion 
Characteristic Fre Caught in or 
industry T Struck by Struck 9 Fall to lower | Fall on same | Slips or trips bed 
otal ; : F compressed Total : Total In lifting 
object against object level level without fall 
or crushed 

Total 79.4 16.3 8.7 3.8 | 23.2 5.8 13.4 3.6 27.0 10.3 
Gender: 
Male 90.5 20.5 10.9 44 4.2 23.4 6.8 12.3 3.7 31.7 12.6 
Female 65.0 10.9 6.0 3.1 1.7 23.2 45 15.1 3.6 20.9 oo 
Age: 
14-15 -- -- -- -- -- -- -- - -- -- -- 
16-19 119.4 64.6 42.6 20.7 -- 11.0 -- 8.9 -- 23.7 8.9 
20 - 24 69.2 21.6 13.0 33 4.6 12.2 1.8 7A oo 26.6 12.9 
25 - 34 63.3 15.2 8.6 35 2.6 17.0 44 10.3 1.7 20.1 8.1 
35 - 44 90.0 17.2 9.4 3.2 35 24.1 51 113 7.4 29.6 10.6 
45 - 54 80.9 13.8 5.9 4.6 2.9 24.9 8.9 12.9 2.5 29.3 10.3 
55 - 64 91.5 11.7 5.4 21 i ig 34.3 6.9 22.9 44 36.1 13.5 
65 and over 68.2 12.4 8.5 - - 38.8 5.4 30.9 - 8.5 3.9 
Major occupational group: 
Management Occupations 23.1 6.3 4.7 -- -- 9.8 2.0 6.6 -- 5.1 3.8 
Business and Financial Operations Occupations 6.9 -- -- -- -- 2.2 -- -- -- 2.4 -- 
Computer and Mathematical Occupations 2.5 -- -- -- -- -- -- -- -- -- -- 
Architecture and Engineering Occupations 28.5 8.3 -- -- -- 12.6 -- -- 5.5 -- -- 
Life, Physical, and Social Science Occupations 33.7 -- -- -- -- -- -- -- -- -- -- 
Community and Social Service Occupations 70.9 -- -- -- -- 19.7 -- 19.7 -- -- -- 
Legal Occupations -- -- - -- -- -- -- - -- -- -- 
Education, Training, and Library Occupations 114.9 59.3 22.7 20.8 -- -- -- -- -- 14.8 -- 
Arts, Design, Entertainment, Sports, and Media 56.2 12.0 -- 10.6 -- 9.4 -- -- -- 29.7 -- 
Healthcare Practitioners and Technical Occupations 49.0 4A 3.1 -- -- 14.2 -- 10.5 2.9 18.7 6.0 
Healthcare Support Occupations 157.6 15.8 11.6 -- -- 43.1 7.2 30.1 5.7 71.9 28.8 
Protective Service Occupations 85.2 -- -- -- -- 45.8 -- 36.6 -- 13.4 -- 
Food Preparation and Serving Related Occupations 59.0 24.5 13.7 8.1 2.7 14.9 -- 13.1 1.5 11.4 4.7 
Building and Grounds Cleaning and Maintenance 138.8 29.3 12.5 4.8 10.5 49.9 14.3 28.3 7A 51.3 13.3 
Personal Care and Service Occupations 75.7 12.5 -- 9.7 -- 16.8 7.5 7 -- 19.7 5.4 
Sales and Related Occupations 64.9 12.4 9.1 1.3 2.0 24.6 8.9 12.1 3.6 15.3 8.7 
Office and Administrative Support Occupations 28.0 3.3 2.0 -- 8 10.4 2.0 6.3 2.0 10.3 4.3 
Farming, Fishing, and Forestry Occupations 42.6 14.1 13.4 -- -- 10.9 -- 10.5 -- -- -- 
Construction and Extraction Occupations 213.3 31.0 18.3 8.0 4.0 69.8 20.5 32.8 13.8 83.2 25.4 
Installation, Maintenance, and Repair Occupations 135.3 33.4 9.4 15.0 7.8 46.8 15.6 22.2 6.5 35.6 10.1 
Production Occupations 113.2 34.6 14.8 4.9 11.2 15.5 1.4 9.7 4A 50.0 19.5 
Transportation and Material Moving Occupations 210.3 34.6 22.2 7.2 4.0 62.5 20.9 33.7 7.1 77.0 31.2 
cont. 


Event or exposure leading to injury or illness 
Violence and other injuries by persons or animal 





Transportation accidents 
Repetitive Exposure to Injury by 








Private 


Characteristic motion harmful Fires and Intentional person— Animal and All other 


industry involving substance or Roadway explosions injury by other] unintentional | insect related events 


microtasks | environment accidents person or intent incidents 
unknown 





Total 79.4 3.5 4.7 5.0 3.2 Al 3.0 1.3 4 1.3 = 


Table 18. Incidence rates ' for nonfatal occupational injuries and illnesses involving days away from work : per 10,000 full-time workers by selected worker characteristics, major occupational group, and 
selected events or exposures leading to injury or illness, Private industry, Missouri, 2011 


Gender: 

Male 90.5 3.1 5.9 7.2 4.3 2 1.7 i -- 8 -- 
Female 65.0 4 3.2 2.0 1.8 -- 4.8 21 9 1.8 -- 
Age: 

14-15 -- -- -- -- -- -- -- - - - - 
16-19 119.4 8.7 - -- - - 15.6 8.3 - - - 
20 - 24 69.2 1.4 3.5 1.0 -- -- 3.9 1.6 - 2.0 - 
25 - 34 63.3 1.6 a ad 4.6 1.4 -- 3.1 1.2 8 1.0 - 
35 - 44 90.0 4.7 9.3 6.9 5.7 -- 2.7 11 5 1.2 - 
45 - 54 80.9 Set 3.9 6.2 3.7 -- 2.6 9 - 15 - 
55 - 64 91.5 3.6 4.3 3.9 3.9 - 1.2 6 - - - 
65 and over 68.2 -- -- 3.4 2.8 -- 4.9 4.7 - - - 
Major occupational group: 

Management Occupations 23.1 -- -- -- -- -- -- -- -- -- -- 
Business and Financial Operations Occupations 6.9 -- -- -- -- -- -- -- -- -- -- 
Computer and Mathematical Occupations 2.5 -- -- -- -- -- -- -- -- -- -- 
Architecture and Engineering Occupations 28.5 -- -- -- -- -- -- -- -- -- - 
Life, Physical, and Social Science Occupations 33.7 -- -- -- -- -- -- -- -- -- -- 
Community and Social Service Occupations 70.9 -- 33.9 -- -- -- -- -- -- -- -- 
Legal Occupations = = on “2 - Be — - - - 
Education, Training, and Library Occupations 114.9 ~ = - - - 32.9 21.2 11.7 - - 
Arts, Design, Entertainment, Sports, and Media 56.2 = - = “= = - - - - - 
Healthcare Practitioners and Technical Occupations 49.0 2.7 2.1 3.0 3.0 -- 6.9 4.0 -- 2.8 -- 
Healthcare Support Occupations 157.6 -- 4.6 -- -- -- 19.8 7.1 3.7 9.0 -- 
Protective Service Occupations 85.2 -- -- -- -- -- 9.4 -- -- -- -- 
Food Preparation and Serving Related Occupations 59.0 2.5 7.0 -- -- -- -- -- -- -- -- 
Building and Grounds Cleaning and Maintenance 138.8 6.4 5.0 -- -- -- -- -- -- -- -- 
Personal Care and Service Occupations 75.7 -- -- -- -- -- 24.3 9.1 -- 11.8 -- 
Sales and Related Occupations 64.9 8 9.5 1.2 9 - 1.9 - -- - 
Office and Administrative Support Occupations 28.0 1.9 -- 15 11 - 1.9 - - 1.8 -- 
Farming, Fishing, and Forestry Occupations 42.6 -- -- -- -- -- -- -- -- -- -- 
Construction and Extraction Occupations 213.3 12.3 3.8 25.2 5.0 -- -- -- -- -- -- 
Installation, Maintenance, and Repair Occupations 135.3 7.6 5.2 13.4 3.2 -- -- -- -- -- -- 
Production Occupations 113.2 13.1 11.9 -- -- -- -- - -- -- -- 
Transportation and Material Moving Occupations 210.3 4A 6.9 28.4 26.1 -- -- -- -- -- -- 





"Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and were 
calculated as: (N/EH) x 20,000,000 where 


N = number of injuries and illnesses 
EH = total hours worked by all employees during calendar year 
20,000,000 = base for 10,000 equivalent full-time workers (working 40 hours per week, 


50 weeks per year). 
. Days-away-from-work cases include those that result in days away from work with or without job 
transfer or restriction. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, January 03, 2013. 





Table 19. Number of nonfatal occupational injuries and illnesses involving days away from work ' by selected worker characteristics and major industry sector, Local government, Missouri, 2011 











Goods producing Service providing 
Characteristic government Total goods Ried * ‘ Total Trade, ‘i . Financial get Education Leisure and Other Public 
- producing and Construction | Manufacturing ee Mansportauen nrormiatien activities business and health hospitality | services | Administration 
mining?® providing | and utilities services services 
Total 2,180 270 -- 270 -- 1,910 240 -- -- -- 820 -- 770 
Gender: 
Male 1,410 270 -- 270 -- 1,140 170 -- -- -- 250 -- 670 
Female 770 -- - - -- 770 80 -- -- -- 580 -- 90 
Age: 
14 to 15 - - aS = - - = - - - - ae = 
16 to 19 - -- -- -- -- -- -- -- -- -- -- -- -- 
20 to 24 220 -- -- -- -- 220 -- -- -- -- 120 -- 110 
25 to 34 460 -- -- -- -- 360 20 -- -- -- 140 -- 170 
35 to 44 280 -- -- -- -- 280 50 -- -- -- 90 -- 120 
45 to 54 740 170 -- 170 -- 570 140 -- -- - 270 -- 150 
55 to 64 410 -- -- -- -- 410 20 -- -- -- 160 -- 230 
65 and over - - - - -- -- -- -- -- -- -- -- -- 
Length of service with employer: 
Less than 3 months - - - - -- 40 -- -- -- -- -- -- -- 
3 to 11 months 140 - - - -- 140 -- -- -- -- 130 -- -- 
1 to 5 years 660 -- -- -- -- 640 70 -- -- -- 410 -- 150 
More than 5 years 1,340 250 - 250 -- 1,100 170 -- -- -- 270 -- 620 
Race or ethnic origin®: 
White only 1,420 170 -- 170 -- 1,250 90 -- -- -- 580 -- 530 
Black only 200 -- - -- -- 200 70 -- -- -- 120 -- -- 
Hispanic or Latino only -- -- -- -- -- -- -- -- -- -- -- - - 
Asian only - - - - -- -- -- -- -- -- -- -- -- 
Native Hawaiian or other Pacific Islander only - - - - -- -- -- -- -- -- -- -- -- 
American Indian or Alaskan Native only - - - - -- -- -- -- -- -- -- -- -- 
Hispanic or Latino and other race -- - - - -- -- -- -- -- -- -- -- -- 
Multi-race - - - - -- -- -- -- -- -- -- -- -- 
Not reported 560 -- -- -- -- 460 80 -- -- -- 120 -- 230 


















































' Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 

? Excludes farms with fewer than 11 employees. 

3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007 

include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 

such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 

nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 

Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 

do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 

requirements effective January 1, 2002: therefore estimates for these industries are not comparable 

to estimates in other industries. 

* Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, U.S. Department of Transportation. 
5 Race and ethnicity data do not add to total. Some cases may be counted as both "Multi-race" and "Hispanic and other" race. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and IIInesses in cooperation with participating State agencies, J anuary 04, 2013. 








Table 20. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work ' by selected worker characteristics and major industry sector, Local government, Missouri, 2011 











Goods producing Service providing 
Bede sovernmen Total goods ae ; P Total Trade, ; ‘ Financial pile ecueaon Leisure and] Other Public 
iy. producing and Construction | Manufacturing service Hansportation Information activities business and health hospitality | services | Administration 
mining?® providing | and utilities Scie services 
Total 100.0 100.0 -- 100.0 -- 100.0 100.0 -- -- -- 100.0 -- 100.0 
Gender: 
Male 64.7 100.0 - 100.0 -- 59.7 70.8 -- -- -- 30.5 -- 87.0 
Female 35.3 -- - -- - 40.3 33.3 -- -- - 70.7 - 11:7: 
Age: 
14 to 15 - = - - - - - - - 2 - - re 
16 to 19 - - - - - - - - ee a - = = 
20 to 24 10.1 ~ ~ - - 11.5 “ “~ “ ~ 14.6 ~ 14.3 
25 to 34 21.1 -- - -- -- 18.8 8.3 - -- -- a7, - 22.1 
35 to 44 12.8 -- -- -- -- 14.7 20.8 -- -- -- 11.0 -- 15.6 
45 to 54 33.9 63.0 -- 63.0 -- 29.8 58.3 -- -- -- 32.9 -- 19.5 
55 to 64 18.8 -- -- -- -- 21.5 8.3 -- -- -- 19.5 -- 29.9 
65 and over - - -- -- - - -- -- -- - - - - 
Length of service with employer: 
Less than 3 months -- -- -- -- -- 2.1 - -- -- -- -- -- -- 
3 to 11 months 6.4 -- -- -- -- 7.3 -- -- -- -- 15.9 -- -- 
1 to 5 years 30.3 - - -- - 33.5 29.2 -- -- - 50.0 - 19.5 
More than 5 years 61.5 92.6 -- 92.6 - 57.6 70.8 -- -- - 32.9 -- 80.5 
Race or ethnic origin®: 
White only 65.1 63.0 -- 63.0 -- 65.4 37.5 -- -- -- 70.7 -- 68.8 
Black only 9.2 -- -- -- -- 10.5 29.2 -- - -- 14.6 -- -- 
Hispanic or Latino only -- -- -- -- -- -- -- -- -- -- -- -- -- 
Asian only -- -- -- -- -- -- -- -- -- -- -- -- -- 
Native Hawaiian or other Pacific Islander only -- -- - -- -- -- -- -- -- -- -- -- -- 
American Indian or Alaskan Native only -- -- -- -- -- -- -- -- -- -- -- -- -- 
Hispanic or Latino and other race -- -- -- -- -- -- -- -- -- -- -- -- -- 
Multi-race -- -- -- -- -- -- -- -- -- -- -- -- -- 
Not reported 25.7 -- -- -- -- 24.1 33.3 -- -- -- 14.6 -- 29.9 


















































' Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 

? Excludes farms with fewer than 11 employees. 

3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007 

include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 

such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 

nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 

Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 

do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 

requirements effective J anuary 1, 2002: therefore estimates for these industries are not comparable 

to estimates in other industries. 

* Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, U.S. Department of Transportation. 
5 Race and ethnicity data do not add to total. Some cases may be counted as both "Multi-race" and "Hispanic and other" race. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and IIInesses in cooperation with participating State agencies, J anuary 04, 2013. 








Table 21. Number of nonfatal occupational injuries and illnesses involving days away from work ' by major occupational group and major industry sector, Local government, Missouri, 2011 





Goods producing Service providing 


Local 
3h Natural Professional . 
overnment Trade, é . ; , ‘ 
Goeteceue g bea total resources | Manufacturin oe ..» | Informatio | Financial and Edueation Leisure and] Other Public 
vy goods Construction service | transportation wore * and health ere . pe : 
rodiicin and rovidin d utilities’ activities business corvices hospitality |} services |Administration 
P 3} mining?® P 9.) Pane unnnies services 


Management Occupations 

Business and Financial Operations Occupations 
Computer and Mathematical Occupations 
Architecture and Engineering Occupations 

Life, Physical, and Social Science Occupations 
Community and Social Service Occupations 

Legal Occupations 

Education, Training, and Library Occupations 

Arts, Design, Entertainment, Sports, and Media Occupations 
Healthcare Practitioners and Technical Occupations 
Healthcare Support Occupations 

Protective Service Occupations 

Food Preparation and Serving Related Occupations 
Building and Grounds Cleaning and Maintenance Occupations 
Personal Care and Service Occupations 

Sales and Related Occupations 

Office and Administrative Support Occupations 
Farming, Fishing, and Forestry Occupations 
Construction and Extraction Occupations 
Installation, Maintenance, and Repair Occupations 
Production Occupations 


Transportation and Material Moving Occupations 














' Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 
? Excludes farms with fewer than 11 employees. 

3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007 

include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 

such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 

do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 

requirements effective January 1, 2002: therefore estimates for these industries are not comparable 

to estimates in other industries. 

‘ Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, U.S. Department of Transportation. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, January 04, 2013. 





Table 22. Number of nonfatal occupational injuries and illnesses involving days away from work ' by selected worker occupations and major industry sector, Local government, Missouri, 2011 


Goods producing 


Service providing 





Local 


government 
2,3,4 


Natural 
resources 
and 
mining? 


Occupation Total 
service 


providing 


Total goods 


: Construction 
producing 


Manufacturing 


Trade, 


transportation 


and utilities* 


Information 


Financial 
activities 


Professional Education 
and 


F and health 
business ; 
: services 
services 


Other 
services 


Public 
Administration 


Leisure and 
hospitality 





Total 


Police and Sheriff's Patrol Officers 

Janitors and Cleaners, Except Maids and Housekeeping Cleaners 
Elementary School Teachers, Except Special Education 
Firefighters 


Highway Maintenance Workers 














Bus Drivers, Transit and Intercity 





' Days-away-from-work cases include those that result in days away from work with or without 
? Excludes farms with fewer than 11 employees. 

3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007 

include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 
do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 
requirements effective J anuary 1, 2002: therefore estimates for these industries are not comparable 

to estimates in other industries. 


* Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, U.S. Department of Transportation. 


job transfer or restriction. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 





SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, J anuary 04, 2013. 











Table 23. Number of nonfatal occupational injuries and illnesses involving days away from work ' by selected injury or illness characteristics and major industry sector, Local government, Missouri, 2011 





Local government 


Goods producing 


Service providing 











Characteristic eae Total goods Natural resources . i Total service Trade, ; " . “ pane Professional and | Education and Leisure and 7 Public 
f 93 Construction Manufacturing an transportation Information Financial activities 4 ff : pp Other services a , 
producing and mining providing and utilities’ business services | health services hospitality Administration 
Total 2,180 270 - 270 - 1,910 240 - 820 - 770 
Nature of injury, illness: 
Fractures 160 = “ - “ 160 * - - 90 . < 
Sprains, strains, tears 810 - - - - 710 150 - - 300 - 220 
Amputations - - - - - - - - - - - - 
Bruise, contusions 90 - - = - 90 - - = - - - 
Chemical burns and corrosions - = - = - - - - = - - = 
Heat (thermal) burns - - - - - - - - - - - - 
Soreness, pain 310 - - - - 230 - - - 220 - - 
Cuts, lacerations, punctures 250 - - - - 250 - - - 120 - 80 
Cuts, lacerations 240 = - - - 240 - - - 120 - = 
Punctures (except gunshot wounds) - - - - - - - - - - - - 
Carpal tunnel syndrome - - - - - - - - - - - - 
Tendonitis - - - = - = - - = - - = 
Multiple traumatic injuries - - - - - - - - - - - - 
With sprains - - - - - - - - - - - - 
With fractures - - - = - - - - - - - - 
Part of body affected: 
Head 150 - - 150 20 - - - - 
Eye 80 - - - - 80 - - - - - - 
Neck 70 7 - - 70 20 - - - 7 
Trunk 730 250 - 250 - 480 40 - - 200 - 220 
Back 350 - - - 270 30 - 200 - 
Upper extremities 600 - - - - 590 110 - - 210 - 260 
Shoulder 210 7 - - 200 30 - 7 60 - 90 
Arm 80 < “ = “ 80 “ . - = “ = 
Wrist 150 - - - 150 - - 110 - 
Hand(s) 150 - = - 150 70 - - - 80 
Lower extremities 470 = - = - 470 40 - - 260 - 170 
Knee 340 - - 7 - 340 20 - - 160 - 160 
Ankle 60 - - 60 20 - - - 
Foot 50 - - 50 - - - - 
Toe, toenail - - - = - - - - = - - = 
Body systems 60 - - - - 60 - - - 50 - - 
Multiple 100 7 - - 100 20 - - - 
Source of injury, illness: 
Chemical, chemical products - - - - - - - - - - - - 
Containers 220 = - = - 120 - - - - - = 
Furniture, fixtures - - - = - - - - = - - - 
Machinery 200 - - - - 120 - - - - - - 
Parts and materials 120 = - - - 40 20 - - - - = 
Person, injured or ill worker 60 - - - - 60 - - - - - - 
Worker motion or position - - - - - - - - - - - - 
Person, other than injured or ill workers 190 - - - - 190 - - - 100 - 80 
Patient 40 = - - - 40 - - - - - = 
Floors, walkways, ground surfaces 580 - - - - 580 50 - - 250 - 270 
Ladder - - - = - - - - - - - - 
Handtools 140 - - = - 140 - - = - - = 
Vehicles 300 7 - 7 - 300 80 - 7 150 - - 
Trucks - - - = - = - - - - - = 


Cart, dolly, hand truck - nonpowered 


















































Table 23. Number of nonfatal occupational injuries and illnesses involving days away from work ' by selected injury or illness characteristics and major industry sector, Local government, Missouri, 2011 




















Goods producing Service providing 
Characteristic ocel soverment Trade 
. Total goods Natural resources . i Total service ae " . “ pane Professional and | Education and Leisure and 7 Public 
f 93 Construction Manufacturing an transportation Information —_ | Financial activities 4 ff : pp Other services a “ 
producing and mining providing and utilities’ business services | health services hospitality Administration 

Event or exposure: 

Violence and other injuries by persons or animal 250 -- - -- - 250 - -- - - 80 - ee 160 
Intentional injury by other person 110 - - - ee 110 ee ae 2 2 = 2s ke cs 
Injury by person - unintentional or intent unknown - - - - a 3 = a =e a as a a a 
Animal and insect related incidents 100 -- - - - 100 - -- -- -- ee 2 = 90 

Transportation incidents 140 - ~ = cs 140 60 eS a ae as =. Ps = 
Roadway incidents involving motorized land vehicles 110 - - - 7 110 50 $s ee a = 2 de oe 

Fires and explosions -- - - = = Se ios - 0 os ae oe Be 32 

Falls, slips, trips 640 - - - - 640 60 - - - 260 -- - 300 
Slips, trips without fall 130 -- - -- - 130 - -- - -- 120 - ce wei 
Fall on same level 390 - ee - - 390 20 a - - 100 - = 270 
Fall to lower level 120 -- ~ a on 120 30 4 So = os aa BS oe, 

Exposure to harmful substances or enviroments 70 -- - -- - 70 - - - -- 70 a - a 

Contact with object, equipment 480 -- - -- - 400 80 -- - -- 160 -- - 130 
Struck by object or equipment 230 -- -- -- - 230 - -- oa -- 120 - eo 
Struck against object or equipment 150 -- -- - os 150 60 - me a as oe aS fo 
Caught in or compressed by object or equipment - - - - - - ee ae as te = ae as oa 

Overexertion and bodily reaction 590 180 - 180 - 410 40 -- -- -- 200 -- - 150 
Repetitive motion involving microtasks -- - - -- ee - i Se oe - = _ be 
Overexertion in lifting or lowering 400 180 - 180 - 220 20 -- - -- 70 -- - 100 









































' Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 
? Excludes farms with fewer than 11 employees. 

3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007 

include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 

such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 

do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 

requirements effective January 1, 2002: therefore estimates for these industries are not comparable 

to estimates in other industries. 

4 Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, U.S. Department of Transportation. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and IIInesses in cooperation with participating State agencies, J anuary 04, 2013. 








Table 24. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work ' by selected injury or illness characteristics and major industry sector, Local government, Missouri, 2011 


Characteristic 





Total 


Nature of injury, illness: 
Fractures 

Sprains, strains, tears 
Amputations 

Bruise, contusions 

Chemical burns and corrosions 
Heat (thermal) burns 
Soreness, pain 

Cuts, lacerations, punctures 
Cuts, lacerations 
Punctures (except gunshot wounds) 
Carpal tunnel syndrome 
Tendonitis 

Multiple traumatic injuries 
With sprains 

With fractures 











Part of body affected: 
Head 
Eye 
Neck 
Trunk 
Back 
Upper extremities 
Shoulder 
Arm 
Wrist 
Hand(s) 
Lower extremities 
Knee 
Ankle 
Foot 
Toe, toenail 
Body systems 
Multiple 





Source of injury, illness: 
Chemical, chemical products 
Containers 
Furniture, fixtures 
Machinery 
Parts and materials 
Person, injured or ill worker 
Worker motion or position 
Person, other than injured or ill workers 
Patient 
Floors, walkways, ground surfaces 
Ladder 
Handtools 
Vehicles 
Trucks 
Cart, dolly, hand truck - nonpowered 








Local 


government 
2,3,4 


100.0 


33.5 
16.1 
27.5 


Goods producing 


Service providing 








Total goods 
producing 


100.0 


Natural 
resources 
and mining** 


Construction 


- 100.0 








Manufacturing 





Total service 
providing 


100.0 


Trade, 
transportation 
and utilities* 


100.0 





Information 


Professional 
and business 
services 


Financial 
activities 








Education 
and health 
services 


Leisure and 
hospitality 


100.0 - 





Other 
services 


Public 
Administration 


100.0 





Table 24. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work ' by selected injury or illness characteristics and major industry sector, Local government, Missouri, 2011 


Characteristic 


Event or exposure: 
Violence and other injuries by persons or animal 
ntentional injury by other person 
njury by person - unintentional or intent unknown 
Animal and insect related incidents 
Transportation incidents 
Roadway incidents involving motorized land vehicles 
Fires and explosions 
Falls, slips, trips 
Slips, trips without fall 
Fall on same level 
Fall to lower level 
Exposure to harmful substances or enviroments 
Contact with object, equipment 
Struck by object or equipment 
Struck against object or equipment 
Caught in or compressed by object or equipment 
Overexertion and bodily reaction 
Repetitive motion involving microtasks 
Overexertion in lifting or lowering 











Local 


government 
2,3,4 


Goods producing 


Service providing 








Total goods 
producing 


Natural 
resources 
and mining®* 





Construction 


' Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 


? Excludes farms with fewer than 11 employees. 


3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007 
include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 
do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 
requirements effective January 1, 2002: therefore estimates for these industries are not comparable 


to estimates in other industries. 





Manufacturing 





Total service 
providing 


* Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, U.S. Department of Transportation. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


Trade, 
transportation 
and utilities* 





Information 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and IIlnesses in cooperation with participating State agencies, January 04, 2013. 


Financial 
activities 


Professional 
and business 
services 








Education 
and health 
services 


Leisure and 
hospitality 





Other 
services 


Public 
Administration 








Table 25. Incidence rates’ nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers for selected characteristics and major industry sector, Local government, Missouri, 2011 

















Goods producing Service providing 
Local 
Soe euen ee Total goods Natural . . Total service Trade, ‘ . Financial one Education Leisure and Other Public 
producing TesOUices. Construction | Manufacturing providing transportation Information activities and business and health hospitality Seniices Administration 
and mining™ and utilities services services 

Total 100.3 478.1 -- 478.5 -- 90.4 192.0 -- -- -- 60.2 - 152.3 

Nature of injury, illness: 
Fractures 7.5 -- -- -- -- 7.7 -- -- -- -- 6.2 - -- 
Sprains, strains, tears 37.2 -- -- -- -- 33.6 114.6 -- -- -- 22.2 - 44.5 
Amputations -- -- -- -- -- -- -- -- -- -- -- - -- 
Bruise, contusions 4.1 -- -- -- -- 4.3 -- -- -- -- -- - -- 
Chemical burns and corrosions -- -- -- -- -- -- -- -- -- -- -- - -- 
Heat (thermal) burns -- -- -- -- -- -- -- -- -- -- -- - -- 
Soreness, pain 14.4 -- -- -- -- 10.9 -- -- -- -- 16.2 - -- 
Cuts, lacerations, punctures 11.5 -- -- -- -- 11.8 -- -- -- -- 8.5 - 15.2 
Cuts, lacerations 11.1 -- -- -- -- 11.4 -- -- -- -- 8.5 - -- 
Punctures (except gunshot wounds) -- -- -- -- -- -- -- -- -- -- -- - -- 
Carpal tunnel syndrome -- -- -- -- -- -- -- -- -- -- -- - -- 
Tendonitis -- -- -- -- -- -- -- -- -- -- -- - -- 
Multiple traumatic injuries -- -- -- -- -- -- -- -- -- -- -- - -- 
With sprains -- -- -- -- -- -- -- -- -- -- -- - -- 
With fractures -- -- -- -- -- -- -- -- -- -- -- - -- 

Part of body affected: 

Head 7.0 -- -- -- -- TA 13.1 -- -- -- -- - -- 
Eye 3.9 -- -- -- -- 4.0 -- -- -- -- -- - -- 
Neck 3.0 -- -- -- -- 3:1 19.6 -- -- -- -- - -- 
Trunk 33.4 449.8 -- 450.2 -- 22.5 30.3 -- -- -- 14.9 - 43.3 
Back 16.2 -- -- -- -- 12.7 20.5 -- -- -- 14.5 - -- 
Upper extremities 27.8 -- -- -- -- 27.8 82.9 -- -- -- 15.1 - 51.3 
Shoulder 9.7 -- -- -- -- 9.2 25.6 -- -- -- 4.2 - 17.3 
Arm 3.6 -- -- -- -- 3.7 -- -- -- -- -- - -- 
Wrist 7.0 -- -- -- -- 7.2 -- -- -- -- 8.3 - -- 
Hand(s) 7.0 -- -- -- -- 7.2 51.9 -- -- -- -- - 15.2 
Lower extremities 21.8 -- -- -- -- 22.3 28.7 -- -- -- 18.9 - 34.4 
Knee 15.8 -- -- -- -- 16.2 12.1 -- -- -- 11.9 - 32.6 
Ankle 2.9 -- -- -- -- 3.0 14.2 -- -- -- -- - -- 
Foot 2.3 -- -- -- -- 2.4 -- -- -- -- -- - -- 
Toe, toenail -- -- -- -- -- -- -- -- -- -- -- - -- 
Body systems 2.7 -- -- -- -- 2.8 -- -- -- -- 4.0 - -- 
Multiple 4.6 -- -- -- -- 4.7 17.4 -- -- -- -- - -- 

Source of injury, illness: 
Chemical, chemical products -- -- -- -- -- -- -- -- -- -- -- - -- 
Containers 10.3 -- -- -- -- 5.8 -- -- -- -- -- - -- 
Furniture, fixtures -- -- -- -- -- -- -- -- -- -- -- - -- 
Machinery 9.3 -- -- -- -- 5.6 -- -- -- -- -- - -- 
Parts and materials 5.6 -- -- -- -- 1.8 15.4 -- -- -- -- - -- 
Person, injured or ill worker 2.6 -- -- -- -- 2.6 -- -- -- -- -- - -- 
Worker motion or position -- -- -- -- -- -- -- -- -- -- -- - -- 
Person, other than injured or ill workers 8.6 -- -- -- -- 8.8 -- -- -- -- 77 - 16.5 
Patient 2.0 -- -- -- -- 2.1 -- -- -- -- -- - -- 
Floors, walkways, ground surfaces 26.9 -- -- -- -- 27.6 42.5 -- -- -- 18.5 - 53.1 
Ladder -- -- -- -- -- -- -- -- -- -- -- - -- 
Handtools 6.3 -- -- -- -- 6.5 -- -- -- -- -- - -- 
Vehicles 13.8 -- -- -- -- 14.2 60.4 -- -- -- 11.4 - -- 
Trucks -- -- -- -- -- -- -- -- -- -- -- - -- 
Cart, dolly, hand truck - nonpowered -- -- -- -- -- -- -- -- -- -- -- - -- 

















Table 25. Incidence rates’ nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers for selected characteristics and major industry sector, Local government, Missouri, 2011 


























Goods producing Service providing 
Local 
CNaractenen a Total goods nee . ; Total service Muay : f Financial Professional Education Leisure and Other Public 
producing Tesouices. Construction | Manufacturing providing transportation Information activities and business and health hospitality services| Administration 
and mining” and utilities services services 

Event or exposure: 

Violence and other injuries by persons or animal 11.3 -- -- -- -- 11.6 -- -- -- -- 6.0 -- 31.5 
Intentional injury by other person 5.2 -- < as = 5.3 ae a2 = # ae us a 
Injury by person - unintentional or intent unknown -- -- a es az S ae Ee ah be ne as a 
Animal and insect related incidents 4.4 -- - - -- 4.5 -- ES -- aa = = 17.8 

Transportation incidents 6.6 -- -- -- a 6.7 46.9 a a Fal at 23 ose 
Roadway incidents involving motorized land vehicles 5.2 -- -- a = 5.4 38.3 = ao =a ev a5 a 

Fires and explosions -- -- = = ex = = oe at oe = =e ex, 

Falls, slips, trips 29.7 -- -- -- -- 30.5 46.9 -- -- -- 19.3 -- 60.7 
Slips, trips without fall 6.0 -- -- -- -- 6.2 -- -- -- ou 8.7 a =e 
Fall on same level 18.1 -- -- -- -- 18.6 15.5 -- -- -- 7.0 -- 53.1 
Fall to lower leve 5.6 -- -- -- ze 5.7 22.6 = ae ae Be = Me 

Exposure to harmful substances or enviroments 3.3 -- -- -- -- 3.3 -- -- = -- 4.8 -- a 

Contact with object, equipment 22.3 -- -- -- -- 19.0 59.9 -- -- -- 12.0 -- 25.4 
Struck by object or equipment 10.8 -- -- -- -- 11.1 -- -- = -- 9.2 ee ss 
Struck against object or equipment 7.1 -- = = = 7.3 47.5 ae 2s = = = es 
Caught in or compressed by object or equipment -- - - -- ae a -- = SS eu = “s = 

Overexertion and bodily reaction 27.2 328.2 -- 328.5 -- 19.3 29.6 -- -- -- 14.7 -- 30.3 
Repetitive motion involving microtasks -- -- -- a a ee ae = ee = we as ah 
Overexertion in lifting or lowering 18.3 328.2 -- 328.5 -- 10.2 18.4 -- -- -- 5.5 -- 20.1 





‘Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and were 
calculated as: (N/EH) x 20,000,000 where 


N = number of injuries and illnesses 
EH = total hours worked by all employees during calendar year 
20,000,000 = base for 10,000 equivalent full-time workers (working 40 hours per week, 


50 weeks per year). 

? Days-away-from-work cases include those that result in days away from work with or without job 
transfer or restriction. 

5 Excludes farms with fewer than 11 employees. 

* Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007 
include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 
do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 
requirements effective J anuary 1, 2002: therefore estimates for these industries are not comparable 
to estimates in other industries. 

5 Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, U.S. Department of Transportation. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 





Table 26. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work’ by selected worker characteristics and number of days away from work, Local government, Missouri, 2011 





Percent of cases involving 


Median 


Characteristic 11 to 20 21 to 30 31 days days away 
from work 


days days or more 


65 and over 


Length of service with employer: 
Less than 3 months 

3 - 11 months 

1-5 years 


5 years or more 


Race or ethnic origin®: 
White 


Hispanic or Latino 


Black or African American 





Asian 

American Indian or Alaska Native 

Native Hawaiian or Other Pacific Islander 
Multi-race 


Hispanic and other 

















' Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 
? Race and ethnicity data do not add to total. Some cases may be counted as both Multi-race and "Hispanic and other" race. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, January 04, 2013. 








Table 27. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work' by major occupational group and number of days away from work, Local government, Missouri, 2011 





Percent of cases involving 
Median 
pecupation Total 3 to 5 6 to 10 11 to 20 21 to 30 31 days days away 
1 day 2 days from work 
cases days days days days or more 


Management Occupations 


Total 


Business and Financial Operations Occupations 

Computer and Mathematical Occupations 

Architecture and Engineering Occupations 

Life, Physical, and Social Science Occupations 

Community and Social Service Occupations 

Legal Occupations 

Education, Training, and Library Occupations 

Arts, Design, Entertainment, Sports, and Media Occupations 
Healthcare Practitioners and Technical Occupations 
Healthcare Support Occupations 

Protective Service Occupations 

Food Preparation and Serving Related Occupations 

Building and Grounds Cleaning and Maintenance Occupations 
Personal Care and Service Occupations 

Sales and Related Occupations 

Office and Administrative Support Occupations 

Farming, Fishing, and Forestry Occupations 

Construction and Extraction Occupations 

Installation, Maintenance, and Repair Occupations 
Production Occupations 


Transportation and Material Moving Occupations 


' Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and IIInesses in cooperation with participating State agencies, J anuary 04, 2013. 








Table 28. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work’ by selected occupations and number of days away 
from work, Local government, Missouri, 2011 


Percent of cases involving 


Median 
eectbeten Total 3to5 6to10 | 11to20 | 21to30 | 31days | 94¥5 avy 
1 day 2 days from work 
cases days days days days or more 


Police and Sheriff's Patrol Officers 


Total 


Janitors and Cleaners, Except Maids and Housekeeping Cleaners 
Elementary School Teachers, Except Special Education 
Firefighters 


Highway Maintenance Workers 


Bus Drivers, Transit and Intercity 


' Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, J anuary 04, 2013 





Table 29. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work' by major industry sector and number of days 
away from work, 2011 


Missouri -- Local government 


Percent of cases involving 
Median 
Industry Sector days away 
Total 3to5 6 to 10 11 to 20 21 to 30 31 days 
1 day 2 days from work 
cases days days days days or more 


Natural resources and mining?* 


Local Government?** 


Goods- producing 


Construction 


Manufacturing 


Service-providing 


Trade, transportation, and utilities* 


Information 

Financial activities 

Professional and business services 
Education and health services 
Leisure and hospitality 


Other services 


' Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 
? Excludes farms with fewer than 11 employees. 

3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007 

include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 

such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 

do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 

requirements effective January 1, 2002: therefore estimates for these industries are not comparable 

to estimates in other industries. 


“ Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, U.S. Department of Transportation. 
NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, J anuary 04, 2013. 





Table 30. Number of nonfatal occupational injuries and illnesses involving days away from work’ by time, hours on the job, and day of week and major industry sector, Local government, Missouri, 2011 











Goods producing Service providing 
Local 
Characteristic government Natural Total Trade, ‘ : Professional | Education : f 
28.4 Total goods resources Construction | Manufacturing service | transportation ||nformation Financial and business} and health Leisure and Other Public or 
producing and es providing | and utilities’ activities Services cervices hospitality | services | Administratioin 
mining 
Total 2,180 270 -- 270 -- 1,910 240 -- -- -- 820 -- 770 
Time of event: 
Time (12:01AM - 4:00AM) -- -- -- -- -- -- -- -- -- -- -- -- -- 
Time (4:01AM - 8:00AM) 400 -- -- -- -- 400 60 -- -- -- 300 -- -- 
Time (8:01AM - 12Noon) 880 250 -- 250 -- 630 30 -- -- -- 240 -- 320 
Time (12:01PM - 4:00PM) 360 -- -- -- -- 360 40 -- -- -- 170 -- 130 
Time (4:01PM - 8:00PM) 130 -- -- -- -- 130 -- -- -- -- -- - 90 
Time (8:01PM - 12Midnight) 170 -- -- -- -- 160 30 -- -- -- -- -- 110 
Time (not reported) 230 - - -- - 230 70 -- -- - 90 - -- 
Hours on the job before event occurred: 
Hours (before shift began) 150 - - -- - 150 -- -- -- - 150 - -- 
Hours (less than 1 hour) 360 - - -- - 360 30 -- -- - 210 - 120 
Hours (1 -2 hours) 220 - - -- - 220 20 -- -- - - - 150 
Hours (2 - 4 hours) 560 180 -- 180 -- 380 30 -- -- -- 90 -- 230 
Hours (4 - 6 hours) 350 - - -- - 270 30 -- -- - 180 - -- 
Hours (6 - 8 hours) 190 - - -- - 190 40 -- -- - - - 90 
Hours (8 - 10 hours) 70 - - -- - 70 -- -- -- - - - -- 
Hours (10 - 12 hours) - - - -- - - -- -- -- - - - -- 
Hours (12 - 16 hours) - - - -- - - -- -- -- - - - -- 
Hours (more than 16 hours) - - - -- - - -- -- -- - - - -- 
Hours (not reported) 230 - - -- - 230 70 -- -- - 90 - -- 
Day of week: 
Weekday (Sunday) 60 - - -- - 60 -- -- -- - - - -- 
Weekday (Monday) 390 -- -- -- -- 390 90 -- -- -- 100 -- 180 
Weekday (Tuesday) 410 - - -- - 310 30 -- -- - 120 - 150 
Weekday (Wednesday) 450 170 - 170 - 290 30 -- -- - 160 - -- 
Weekday (Thursday) 370 - - -- - 370 30 -- -- - 50 - 270 
Weekday (Friday) 450 - - -- - 450 40 -- -- - 380 - -- 
Weekday (Saturday) - - - -- - - 20 -- -- - - - -- 


















































' Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 
? Excludes farms with fewer than 11 employees. 

3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007 

include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 

such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 

do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 

requirements effective January 1, 2002: therefore estimates for these industries are not comparable 

to estimates in other industries. 

* Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, U.S. Department of Transportation. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and IIInesses in cooperation with participating State agencies, J anuary 04, 2013. 








Table 31. Percent Distribution of nonfatal occupational injuries and illnesses involving days away from work’ by time, hours on the job, and day of week and major industry sector, Local government, Missouri, 2011 











Goods producing Service providing 
Characteristic sovetnment Total goods a ; Total Trade, Financial ee Education Leisure and! Other Public 
i producing and Construction:) Manufacturing Sere Tanspotiation miormaron activities business ane a hospitality | services | Administration 
mining?® providing | and utilities dervices services 
Total 100.0 100.0 -- 100.0 -- 100.0 100.0 -- -- -- 100.0 -- 100.0 
Time of event: 
Time (12:01AM - 4:00AM) - -- -- -- -- -- -- - -- -- -- -- -- 
Time (4:01AM - 8:00AM) 18.3 -- -- -- -- 20.9 25.0 -- -- -- 36.6 -- -- 
Time (8:01AM - 12Noon) 40.4 92.6 -- 92.6 -- 33.0 12.5 -- -- -- 29.3 -- 41.6 
Time (12:01PM - 4:00PM) 16.5 -- -- -- -- 18.8 16.7 -- -- -- 20.7 -- 16.9 
Time (4:01PM - 8:00PM) 6.0 -- -- -- -- 6.8 -- -- -- -- -- -- 11.7 
Time (8:01PM - 12Midnight) 7.8 -- -- -- -- 8.4 12.5 -- -- -- -- -- 14.3 
Time (not reported) 10.6 - - - -- 12.0 29.2 - - -- 11.0 -- - 
Hours on the job before event occurred: 
Hours (before shift began) 6.9 - - - -- 7.9 - - - -- 18.3 -- - 
Hours (less than 1 hour) 16.5 - - - -- 18.8 12.5 - - -- 25.6 -- 15.6 
Hours (1 -2 hours) 10.1 - - - -- 11.5 8.3 - - -- -- -- 19.5 
Hours (2 - 4 hours) 25.7 66.7 -- 66.7 -- 19.9 12.5 -- -- -- 11.0 -- 29.9 
Hours (4 - 6 hours) 16.1 - - - -- 14.1 12.5 - - -- 22.0 -- - 
Hours (6 - 8 hours) 8.7 - - - -- 9.9 16.7 - - -- -- -- 11.7 
Hours (8 - 10 hours) 3:2 - - - -- 3.7 - - - -- -- -- - 
Hours (10 - 12 hours) - - - - -- -- - - - -- -- -- - 
Hours (12 - 16 hours) - - - - -- -- - - - -- -- -- - 
Hours (more than 16 hours) - - - - -- -- - - - -- -- -- - 
Hours (not reported) 10.6 - - - -- 12.0 29.2 -- - -- 11.0 -- - 
Day of week: 
Weekday (Sunday) 2.8 - - - -- 321, - - - -- -- -- - 
Weekday (Monday) 17.9 - - - -- 20.4 37.5 - - -- 12.2 -- 23.4 
Weekday (Tuesday) 18.8 - - - -- 16.2 12.5 - - -- 14.6 -- 19.5 
Weekday (Wednesday) 20.6 63.0 - 63.0 -- 15.2 12.5 - - -- 19.5 -- - 
Weekday (Thursday) 17.0 - - - -- 19.4 12.5 - - -- 6.1 -- 35.1 
Weekday (Friday) 20.6 -- -- -- -- 23.6 16.7 -- -- -- 46.3 -- -- 
Weekday (Saturday) - - - - -- -- 8.3 - - -- -- -- - 


















































' Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 
? Excludes farms with fewer than 11 employees. 

3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007 

include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 

such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 

do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 

requirements effective J anuary 1, 2002: therefore estimates for these industries are not comparable 

to estimates in other industries. 

* Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, U.S. Department of Transportation. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and IIInesses in cooperation with participating State agencies, J anuary 04, 2013. 








Table 32. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work' by time, hours on the job, and day of week and number of days away from work, Local government, 


Missouri, 2011 


Percent of cases involving 








Median 
Characteristic Total 3to5 6 to 10 11 to 20 21 to 30 31 days days away 
cases tday 2 days days days days days or more from:work 
Total 100.0 11.9 9.2 16.1 27.1 1353 12.8 9.2 8 
Time of event: 
12:01AM - 4:00AM -- -- -- -- -- -- -- -- -- 
4:01AM - 8:00AM 100.0 22:5, 10.0 30.0 27.5 -- -- -- 3 
8:01AM - 12noon 100.0 15.9 15.9 11.4 18.2 8.0 27.3 -- 9 
12:01PM - 4:00PM 100.0 -- -- -- 52.8 19.4 -- -- 8 
4:01PM - 8:00PM 100.0 -- -- -- 38.5 -- -- -- 6 
8:01PM - 12midnight 100.0 -- -- -- 35.3 52.9 -- -- 12 
Time not reported 100.0 -- -- -- -- -- -- 60.9 40 
Hours on the job before event occurred: 
Before shift began 100.0 -- -- -- -- -- -- -- 7 
Less than 1 hour 100.0 13.9 -- 19.4 41.7 11.1 -- -- 6 
1-2 hours 100.0 54.5 -- -- -- 31.8 -- -- 1 
2 - 4 hours 100.0 10.7 -- 17.9 28.6 -- 26.8 -- 9 
4 - 6 hours 100.0 -- -- 14.3 -- 22.9 -- -- 6 
6 - 8 hours 100.0 -- -- -- 42.1 -- -- -- 9 
8 - 10 hours 100.0 -- -- -- -- -- -- -- 14 
10 - 12 hours -- -- -- -- -- -- -- -- -- 
12 - 16 hours -- -- -- -- -- -- -- -- -- 
More than 16 hours -- -- -- -- -- -- -- -- -- 
Hours not reported 100.0 -- -- -- -- -- -- 60.9 40 
Day of week: 
Sunday 100.0 oe oe oe bs as as as 9 
Monday 100.0 41.0 -- 20.5 28.2 -- -- -- 3 
Tuesday 100.0 14.6 12.2 -- 17.1 17.1 24.4 12.2 14 
Wednesday 100.0 -- -- 31.1 22.2 24.4 -- 11.1 9 
Thursday 100.0 -- -- 21.6 -- 16.2 40.5 -- 18 
Friday 100.0 -- -- -- 51.1 -- -- 8.9 iy: 
Saturday -- -- -- -- -- -- -- -- -- 



































' Days-away-from-work cases include those that result in days away from work with or without job transfer or restriction. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, J anuary 04, 2013. 





Table 33. Incidence rates ' for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers by selected worker characteristics, major occupational group, and selected parts of body, Local government, Missouri, 2011 





Part of body affected by the injury or illness 














Head Trunk Upper extremities Lower extremities 
ati Local A 
Characteristic government Néck a mune oe et 

Total Eyes Total Back Total Shoulder Arm Hand Wrist Total Knee Ankle Foot systems Parts jody Parts: 
Total 100.3 7.0 3.9 3.0 33.4 16.2 27.8 9.7 3.6 7.0 7.0 21.8 15.8 2.9 2.3 2.7 4.6 - 

Gender: 
Male 146.4 8.2 7.7 = 65.0 26.1 44.1 16.1 8.2 14.6 = 19.1 13.2 4.6 ~ 4.5 = = 
Female 63.7 5.9 -- 41 8.3 8.3 14.9 47 -- -- 9.4 23.9 17.9 -- 41 - 5.3 - 

Age: 

14-15 oa a o 2 = st = ee = a = - - = : - = - 
20 - 24 160.0 -- -- -- -- -- 126.6 -- -- -- -- - - - - - - - 
25 - 34 114.5 15.1 ~ 12.2 29.5 = 38.1 28.6 oo = - 19.6 15.7 = = = \F ” 
35-44 45.9 12.1 10.1 aa a co 10.3 od = m => 19.7 10.5 = zd a 2 
45-54 125.1 = eS = 61.5 45.4 28.0 7.3 8.0 12.7 + 24.1 15.4 7.1 = zd 7.7 3 
55 - 64 148.0 -- = =" 77.6 = 14.6 ar - =" = 44.2 42.2 - % = = = 
65 and over + -- = “- “ = - =" + “- = - = = = - = 


Major occupational group: 
Management Occupations -- -- -- -- Se -- = - - = as 
Business and Financial Operations Occupations - - - - = -- -- -- ea om a 
Computer and Mathematical Occupations - - - - - a 5 Bey a ei és 
Architecture and Engineering Occupations - - - - - a 2s ae i = fe 
Life, Physical, and Social Science Occupations - - 7 -- Es - - ae ot ae 34 
Community and Social Service Occupations - - - = - -- -- =A ed z2 Ss 
Legal Occupations - - - - - ml =a Se =, = Zn 
Education, Training, and Library Occupations - - Zn = a “ eS 7 Es = de 
Arts, Design, Entertainment, Sports, and Media Occupations - -- -- -- = - on - - ae ou 
Healthcare Practitioners and Technical Occupations - - - = - -- -- -- a a BS 
Healthcare Support Occupations - - eS ee ae 20 4a 2 as ee 
Protective Service Occupations - - - - - oe a 2 a a Pas 
Food Preparation and Serving Related Occupations -- -- -- - - -- =2 ee ed Ze = 
Building and Grounds Cleaning and Maintenance Occupations - - - a a oe as el 2d ee ee 
Personal Care and Service Occupations - - - - - as on 24 os = eh 
Sales and Related Occupations - - - - - at = oa Bay = a 
Office and Administrative Support Occupations - - -- a = a BS = Se aa a 
Farming, Fishing, and Forestry Occupations -- -- -- - = -- a - ee _ = 
Construction and Extraction Occupations - -- - - - Ze PS a ea = ee 
Installation, Maintenance, and Repair Occupations - - - - - as oe = an ae ea 
Production Occupations - -- -- - ed Je -- ae wd ai a 


Transportation and Material Moving Occupations - - - - - -- -- a <2 a ee 






























































' Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and were 
calculated as: (N/EH) x 20,000,000 where 


N = number of injuries and illnesses 
EH = total hours worked by all employees during calendar year 
20,000,000 = base for 10,000 equivalent full-time workers (working 40 hours per week, 


50 weeks per year). 
? Days-away-from-work cases include those that result in days away from work with or without job 
transfer or restriction. 
NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and I IInesses in cooperation with participating State agencies, J anuary 04, 2013. 








Table 34. Incidence rates ' for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers by selected worker characteristics, major occupational group, and selected natures of injury or illness, 
Local government, Missouri, 2011 





Nature of injury or illness 














Cuts, lacerations, punctures Multiple traumatic injuries 
cy Loca 
Characteristic - 7 Carpal 

government Sprains, Fractures Cuts, Bruises | Heat burns Chemical Amputations} tunnel | Tendonitis with : 2 Soreness ALother 

strains Total "2 Punctures burns d Total with sprains} Pain natures 
lacerations syndrome fractures 

Total 100.3 37.2 75 11.5 11.1 o 4.1 = = > = = <n 2 oo 14.4 24.7 
Gender: 
Male 146.4] 56.2 11.4] 13.7 13.7 = 7.0 = * = on =" - = e 10.4 47.6 
Female 63.7 22.2 4.4 9.7 “ ao Bae = a = > m = = ae 17.6 6.5 
Age: 
20 - 24 160.0 - = 120.2 120.2 - a o oe oa - ~ = 7 = = : 
25 - 34 114.5 58.5 11.7 s re 15.2 - Ss =" ws = = =" on 22.5 - 
35 - 44 45.9 24.5 6.5 = oe re ee - fs =" oo #7 = = on = 10.1 
45 - 54 125.1 61.5 9.7 11.2 11.2 oa bo => o- = * = = = = 15.0 23.6 
55 - 64 148.0 17.3 x = an = oo >> os ca = > =" = = 43.7 80.7 
65 and over “- - -- oe - - Se = - =" = - = =" ae -- = 


Major occupational group: 
Management Occupations - - - -- -- -- -- -- as 23 sa as on Res zs = es 
Business and Financial Operations Occupations - -- - - - -- -- -- -- Pt = -- -- = a 2 ae 
Computer and Mathematical Occupations -- - - - -- -- -- -- - -- = -- a = a ae a 
Architecture and Engineering Occupations - -- - - - Be a Bs = a z ze as nt 2 ae 2s 
Life, Physical, and Social Science Occupations - - - - - -- -- -- -- ae a = oe a = a 
Community and Social Service Occupations - - - - -- -- -- -- an Pt -- -- Ba ea 4 zs Se 
Legal Occupations -- - - - -- -- -- -- an a on -- oe ai 23 oH Se 
Education, Training, and Library Occupations -- - - - - es ae ee se =o oo we oo 2a =a a 2a 
Arts, Design, Entertainment, Sports, and Media Occupations - - - - - Ee ne a a 26 wf we a 2 =a ae a 
Healthcare Practitioners and Technical Occupations - - -- - -- -- -- -- -- -- a a -- zs ea a a2 
Healthcare Support Occupations - - -- - ae - - oe a -- - -- ee ae ea =o a 
Protective Service Occupations - - - - -- -- - -- a0 a = ea Ess a # = te 
Food Preparation and Serving Related Occupations - - - - os = eo a = an Be an - ae es i Bs 
Building and Grounds Cleaning and Maintenance Occupations - -- -- -- -- a = ee Es oa eas ea ee Pa ea sa ee 
Personal Care and Service Occupations - - - - -- -- -- -- oe a a -- as ee Se 3a aa 
Sales and Related Occupations - -- - -- - -- -- -- ae Se oa a ea 2 ed = et 
Office and Administrative Support Occupations - - - - os a 2 ae = sé ae a ms - Se am sh 
Farming, Fishing, and Forestry Occupations -- -- - -- -- -- -- -- -- -- a -- -- os a oe ea 
Construction and Extraction Occupations - - - - -- - -- -- -- -- Sa -- Bs = ea & a 
Installation, Maintenance, and Repair Occupations - -- - - -- -- -- -- ae = es za = Bee ou oes es 


Production Occupations - - - - -- -- - -- zs ee oo a ea Bes a es oa 





















































Transportation and Material Moving Occupations - - - -- ie - ae - ae a oe af ae ae 2a ae 3 








" Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and were 
calculated as: (N/EH) x 20,000,000 where 


N number of injuries and illnesses 
EH total hours worked by all employees during calendar year 
20,000,000 = base for 10,000 equivalent full-time workers (working 40 hours per week, 
50 weeks per year). 
? Days-away-from-work cases include those that result in days away from work with or without job 
transfer or restriction. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and IIInesses in cooperation with participating State agencies, J anuary 04, 2013. 








Table 35. Incidence rates ' for nonfatal occupational injuries and illnesses involving days away from work 2 per 10,000 full-time workers by selected worker characteristics, major occupational group, and selected sources of injury or illness, 
Local government, Missouri, 2011 





Source of injury or illness 








Local Chemicals Person, Worker Floors, 
Characteristic i Furniture and . Parts and |Person, other] Health care |. . ’ ‘ walkways, or All other 
government | and chemical} Containers i Machinery " injured or ill | motion or Handtools Vehicles 
fixtures materials | than worker patient “ae ground sources 
products worker position 
surfaces 
Total 100.3 - 10.3 - 9.3 5.6 8.6 2.0 2.6 - 26.9 6.3 13.8 15.0 
Gender: 
Male 146.4 - 18.6 - 17.0 12.6 9.3 - 5.7 - 32.0 - 21.4 24.9 
Female 63.7 oa 3.6 - - - 8.1 - - - 22.8 9.0 7.8 h1 
Age: 
20-24 160.0 - - - - 7 - - - - - - - 73.6 
25-34 114.5 re 39.0 7 - a 35.6 7 se = 10.7 re 17.2 = 
35-44 45.9 es 8.8 - - is 7 - - ee a 7 - 22.8 
45-54 125.1 I - 7 30.3 16.6 - - - 7 35.6 = 32.7 - 
55 - 64 148.0 7 - 7 - Pa - - - - 102.1 7 - = 
65 and over - - - - = - - - - - = - - - 


Major occupational group: 
Management Occupations -- - -- “ -- oa = a -- a Ps ie os 2 
Business and Financial Operations Occupations - - -- - ~ - -- es ot 5 $e ie “ a 
Computer and Mathematical Occupations -- - -- - - - ae - -- 25 <i ae as 2 
Architecture and Engineering Occupations -- - -- - - - a - Sa rs a es, oe. =a 
Life, Physical, and Social Science Occupations - -- -- - - - - - -- ae = =e ei = 
Community and Social Service Occupations -- - -- - - - -- es Sy ee se i a ae 
Legal Occupations -- - - - - - 22 - - me as oe ~ - 
Education, Training, and Library Occupations - - -- - ~ - -- 2 Se He a és est a 
Arts, Design, Entertainment, Sports, and Media Occupations -- - - - -- =a - = da te =e - <e be 
Healthcare Practitioners and Technical Occupations - - - - ~ - -- es a im £5 ae a a 
Healthcare Support Occupations -- - -- “ -- - Ss - a a a oe =a 2 
Protective Service Occupations - - -- -- - ~- ae oe Ee a = es on <5 
Food Preparation and Serving Related Occupations -- - -- - -- oa -- er - = e oe ae oa 
Building and Grounds Cleaning and Maintenance Occupations - - - - = Pa -- ioe = i 2 = es ue 
Personal Care and Service Occupations - - - - - - ae - a ae se ae <a ae 
Sales and Related Occupations -- - -- - - “ a ma =e us ae: os Se, es 
Office and Administrative Support Occupations -- - -- “ -- a = - -- 23 se ies! a = 
Farming, Fishing, and Forestry Occupations -- - -- - - - - eS a a £4 ios < oa 
Construction and Extraction Occupations -- -- - - - - eS - -- 3 = ae as ad 
Installation, Maintenance, and Repair Occupations - - -- - - - me ee 35 i os i ae - 
Production Occupations -- - -- “ -- ~- eS a - 4 oe - Ze ES 


Transportation and Material Moving Occupations -- - -- - - - - ee rl ee 2s, ie se! eet 


















































" Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and were 
calculated as: (N/EH) x 20,000,000 where 


N = number of injuries and illnesses 
EH = total hours worked by all employees during calendar year 
20,000,000 = _ base for 10,000 equivalent full-time workers (working 40 hours per week, 


50 weeks per year). 
2 Days-away-from-work cases include those that result in days away from work with or without job 
transfer or restriction. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies, J anuary 04, 2013. 








Table 36. Incidence rates ' for nonfatal occupational injuries and illnesses involving days away from work ° per 10,000 full-time workers by selected worker characteristics, major occupational group, and selected events or exposures leading to injury or illness, Local government, Missouri, 2011 





Event or exposure leading to injury or illness 

















Contact with objects Falls, slips, trips Overexertion ‘Transportation accidents Violence and other injuries by persons or animal 
Characteristic Local Struck Caught in or : eG eiatanil Fires and Intentional ee Animal and | All other 
government | Total vate against | compressed} Total _| Fl! owe fo eee ies of ee Total In lifting | involving | substance or| Total soewey explosions Total injury by unintentional] insect related} events 
object or crushed microtasks | environment other person | — or intent incidents 
unknown. 

Total 100.3 22.3 10.8) reel - 29.7 5.6 18.1 6.0 27.2 18.3 - 3.3) 6.6 5.2 - 11:3) 5.2 - 44 - 
Gender: 
Male 146.4 32.2 11.6 11.4 - 38.2 11.4 26.2 - 53.5 34.2 ~ - 5.9 4.0 ~ 12.6 73 - - - 
Female 63.7 14.5 10.2 3.6 - 22.9 - 117 10.3 6.2 5.7 - - 71 6.2 - 10.3 3.5 - 3.6 - 
Age: 
20 - 24 160.0 123.9 123.9 = - eS es 7 - eS = au - = “= a - FS ss - 
25 - 34 114.5 a 2 = 7 20.3 = ES - 46.6 44.6 ae 7 = = eS 34.3 24.9 = ee - 
35 - 44 45.9 19.3 Es 14.5 - = ec Fes as 6.2 zs - = = = = 91 = Fe - 7 
45-54 125.1 27.4 Bs 10.4 zs 37.4 10.2 25.2 ee 45.6 26.3 - = 12.1 10.2 - es - = - 
55 - 64 148.0 a = fs - 106.2 = 63.3 - 32.8 Z 7 - s = = a ce t ES = 
65 and over - - -- - -- - - - - - -- - - - -- - - - - - - 


Major occupational group: 
Management Occupations - - - - -- - - - - - - - = = = ea 28 eH a 
Business and Financial Operations Occupations - - - - - - - Se oe = oe es = a Se = = ss 
Computer and Mathematical Occupations - - - - - - - oo Se = os - aes 2 ee - - = 23 
Architecture and Engineering Occupations - - - - - - - = a Se = ES a - ES = Es a 23 
Life, Physical, and Social Science Occupations - - - - - - - as se as 4 ee = ee a na = = = 
Community and Social Service Occupations - - - - - - - a Se eS - ea = ee oc ce ec = da 
Legal Occupations - - - - - - - - - - - - - = -- - -- - = 
Education, Training, and Library Occupations - - - - - - - - - - = - - a - - - - as 
Arts, Design, Entertainment, Sports, and Media Occupations - - - - - - - - Se ee 2 ae os 2 a on ee # ey 
Healthcare Practitioners and Technical Occupations - - - - - - - = = os a = $s = a ws = ee 2 
Healthcare Support Occupations - - - - a - - a os Ee = ES oe - = - co es 2a 
Protective Service Occupations - - - - - - - eo ce = = - a re e2 - es 2 as 
Food Preparation and Serving Related Occupations - - - - - - - - os = 7 = =a _ a ie aa = a 
Building and Grounds Cleaning and Maintenance Occupations - - - - - - - - = = = = = se a - = a =m 
Personal Care and Service Occupations -- - - - - - - - - - m - oa a - - - - a 
Sales and Related Occupations - - - - - - - - -- - = -- a = - - - 2 2 
Office and Administrative Support Occupations -- - - - - - - 2 ee os ee 3 - = x 2 = ee wt 
Farming, Fishing, and Forestry Occupations -- - - - - - - - Se os = a3 oe nd a a # oe 
Construction and Extraction Occupations - - - - - - - ea ee ee =) Re ee re <3 - ee - re, 
Installation, Maintenance, and Repair Occupations - - - - - - - 3 os 5 a ES oe - - = a Se aa 
Production Occupations - - - - -- - -- - - - - - 7 i = os ee os da 


Transportation and Material Moving Occupations - - - - - - - 3 es s es = Se ee 2 ag a a a 







































































' Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and were 
calculated as: (N/EH) x 20,000,000 where 


N = number of injuries and illnesses 
EH = total hours worked by all employees during calendar year 
20,000,000 = base for 10,000 equivalent full-time workers (working 40 hours per week, 


50 weeks per year). 
? Days-away-from-work cases include those that result in days away from work with or without job 
transfer or restriction. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries and ||Inesses in cooperation with participating State agencies, January 04, 2013. 








2011 Census of Fatal Occupational Injuries 


Background 


The Bureau of Labor Statistics (BLS) in conjunction with state agencies developed the Census of Fatal Occupational 
Injuries (CFOI) program in 1992 to produce accurate, comprehensive, descriptive, timely, and accessible counts of fatal 
workplace injuries that occur during a given year. A fatality is counted in the state the incident occurred regardless of the 
state of employment to alleviate duplication of reporting in the states. 

The fatality census uses diverse sources to identify, verify, and profile fatal work injuries in an effort to compile counts that 
are as complete as possible. Source documents such as death certificates, workers’ compensation reports, and Federal 
and State agency administrative records are cross-referenced to gather key information about each workplace fatality such 
as the particular occupation in which the fatality occurred, worker demographics, equipment or machinery involved, and 
circumstances of the event. Two or more independent source documents are used to verify the work relationship of each 
fatal work injury. 

A work relationship exists if an event or exposure results in fatal injury or illness to a person on the employer’s premises 
and the person was there to work; off the employer's premises and the person was there to work; or the event or 
exposure was related to the person’s work or status as an employee. Fatalities that occur during a person’s commute to 
or from work are excluded from census counts. Work is defined as legal duties, activities, or tasks that produce a product 
or result; and that which is done in exchange for money, goods, services, profit, or benefit. Although the scope of the 
fatality census is limited to work-related injuries, states may submit data on work-related fatal illnesses, such as heart 
attacks, that occur at work. 

Information gathered by states participating in the CFOI program is used for statistical and research purposes only. The 
identifiers of all individuals and companies remain confidential according to BLS policy and confidentiality pledges to state 
source agencies. BLS and participating state agencies abide by any restrictions on followback or the release data imposed 
by source agencies. 


Data Users 


Data compiled by the CFOI program are issued annually for the previous calendar year. These data are used by safety 
and health professionals, policy analysts, and researchers to prevent fatal work injuries by informing workers of life 
threatening hazards associated with various jobs, promote safer work practices through enhanced job safety training, 
develop new safety equipment, assess and improve workplace safety standards, and identify new areas for safety 
research. 


Census Of Fatal Occupational Injuries Highlights 
Industry 


e There were 132 total fatalities in Missouri in 2011. 
e One hundred, eighteen fatalities were in private industry. Fourteen fatalities were in government. 


e Forty-two fatalities were in private industry, goods-producing sectors. Seventy-six fatalities were in private 
industry, service-providing sectors. 


e Private industry major industry sectors with the most fatalities were: 
e trade, transportation, and utilities with 40; 
e natural resources and mining with 18; and 
e construction with 18. 
e Private industry sectors with the most fatalities were: 
e Transportation and warehousing (NAICS 48-49) with 19; 
e agriculture, forestry, fishing, and hunting (NAICS 11) with 18; and 
e construction (NAICS 23) with 18. 


Category of workers 


e Private sector wage and salary workers accounted for 77 of the total occupational fatalities. 


e Service-providing sectors accounted for 60 (77.9%) of the private sector wage and salary worker fatalities. 
Trade, transportation, and utilities accounted for 32 (41.6%) of the fatalities. 


e The goods-producing sector accounted for 17 (22.1%) of the private sector wage and salary worker fatalities. 
e Government workers accounted for 14 of the total occupational fatalities. 

e Twelve (85.7%) of the government workers were in service-providing sectors. 

e Justice, public order, and safety activities accounted for eight (57.1%) of the fatalities. 
e Self-employed workers accounted for 41 of the total occupational fatalities. 


e Goods-producing sectors accounted for 25 (61.0%) of the self-employed worker fatalities. Service-providing 
sectors accounted for 16 (39.0%) of the fatalities. 


e The agriculture, forestry, fishing, and hunting sector accounted for 16 (39.0%) of the self-employed worker 
fatalities. 


Event or exposure 
e The event or exposures of the total fatalities were: 

e 60 (45.5%) transportation incidents 
e 28 (21.2%) contact with objects and equipment; 
e 15 (11.4%) falls, slips, trips; 
e 13 (9.8%) violence and other injuries by persons or animals; 
e 11 (8.3%) exposure to harmful substances or environments; and 
e 5 (3.8%) fires and explosions. 


Transportation incidents 


e Transportation incidents was the event or exposure leading to the most (60) occupational fatalities in Missouri in 
2011. 


e Roadway incidents involving motorized land vehicles accounted for 36 of the transportation incidents. 
Nonroadway incidents involving motorized land vehicles accounted for 10 of the transportation incidents. 


e Transportation and material moving occupations accounted for 29 of the transportation incidents. 
Management occupations accounted for 12 of the transportation incidents. 


e The transportation and warehousing private industry sector accounted for 15 of the transportation incidents. 
Ten of the transportation incidents were in the agriculture, forestry, fishing, and hunting private industry 
sector. 


Homicides 
e Ten of the total occupational fatalities were homicides. 
e Eight of the homicides were shooting by other person--intentional. 
e Eight of the homicides were in private industry service-providing sectors. 


e Five of the homicides were first-line supervisors of retail sales workers. Four of these homicides were shooting 
by other person--intentional. 


Source 


e Vehicles was the primary source in most (72) of the total fatalities. Structures and surfaces was the source in 20 
fatalities. Persons, plants, animals, and minerals was the source in 16 fatalities. 

e Vehicles was the leading secondary source for 19 of the total fatalities. Structures and surfaces was the secondary 
source in 15 fatalities. Environmental and elemental conditions was the secondary source in 14 fatalities. (Twelve 


of these fatalities can be attributed to the Joplin tornado in May, 2011.) 


Occupation 
e Transportation and material moving occupations was the occupational group with the most (35) fatal occupational 
injuries. 
e Twenty-nine of the fatalities in transportation and material moving occupations were transportation incidents. 


e Driver/sales workers and truck drivers accounted for 23 of the occupational fatalities within the transportation 
and material moving occupations. 


e There were 22 occupational fatalities in management occupations. 
e Twelve of the fatalities in management occupations were transportation incidents. 


e Farmers, ranchers, and other agricultural managers accounted for 15 of the occupational fatalities within the 
management occupations. 


e There were also 22 occupational fatalities in construction and extraction occupations. 
e Falls, slips, trips had eight fatalities in construction and extraction occupations. 


e Construction trades workers accounted for 15 of the occupational fatalities within the construction and 
extraction occupations. 


Worker Characteristics 

e Male workers accounted for 119 (90.2%) of the 132 fatal occupational injuries. 
e Fifty-seven (47.9%) of the fatalities in male workers were due to transportation incidents. 

e Workers aged 55 to 64 years accounted for 30 (22.7%) of the fatalities. 
e Workers aged 45 to 54 years accounted for 29 (22.0%) of the fatalities. 
e Workers over 45 years old accounted for almost two-thirds (64.4%) of the occupational fatalities in 2011. 

e White, non-Hispanic workers accounted for 116 (87.9%) of the total fatal occupational injuries. 
e Black or African-American, non-Hispanic workers accounted for ten (7.6%) of the total occupational fatalities. 
e Hispanic or Latino workers accounted for four (3.0%) of the occupational fatalities. 


TABLE A-1. Fatal occupational injuries by industry and event or exposure, Missouri, 2011 





Event or exposure’ 











Total fatal injuries Violence and other Transportation incidents* Fires and explosions Falls, slips,trips Exposure to harmful sub- Contact with objects 
Industry’ NAICS code? injuries by persons stances or environments and equipment 
(number) ) y pi quip! 
or animals? 
Total 132 13 60 5 15 11 28 
Private industry 118 10 50. 5 14 8 26 
Goods- producing 42 -- 17 ze 7 oe 14 
Natural resources and mining 18 5 10 a = = 7 
Agriculture, forestry, fishing and hunting 18 -- 10 -- a 7 
Crop production 111 14 -- 9 -- -- -- 5 
Other crop farming 1119 14 -- 9 -- -- -- 5 
All other crop farming 11199 14 -- 9 -- -- - 5 
Forestry and logging 113 3 -- ee ES 2s “ “ 
Logging 1133 3 = = ss -- = = 
Logging 11331 3 - -- ee 7 7 oe 
Construction 18 - 5 - 6 - 3 
Construction 18 - 5 - 6 - 3 
Heavy and civil engineering construction 237 5 -- = -- 2 as 4 
Specialty trade contractors 238 11 -- -- es 6 a 2 
Foundation, structure, and building exterior contractors 2381 3 - a 2 a 22 ee 
Building finishing contractors 2383 4 -- -- a2 3 oh 22 
Painting and wall covering contractors 23832 3 -- -- -- 3 = Be 
Other specialty trade contractors 2389 3 28 a = = 23 # 
Site preparation contractors 23891 3 e -- a -- as 2 
Manufacturing 6 -- -- -- 2s & 4 
Manufacturing 6 -- = Pe ee 25 
Service- providing 76 9 38 4 7 6 12 
Trade, transportation, and utilities 40 4 23 3 25. 4 4 
Wholesale trade 10 - 5 a oe oe ay 
Merchant wholesalers, durable goods 423 7 = = PS Ze a Pe 
Motor vehicle and motor vehicle parts and supplies merchant wholesalers 4231 4 a6 -- a so = 23 
Merchant wholesalers, nondurable goods 424 3 - 3 ees -- a an 
Retail trade 10 4 3 1 -- - % 
Miscellaneous store retailers 453 3 1 -- 1 -- - -- 
Used merchandise stores 4533 2 1 -- 1: -- - -- 
Used merchandise stores 45331 2 1 -- 1 -- - -- 
Transportation and warehousing 19 - 15 - ak - + 
Truck transportation 484 17 -- 15 - al -- 3é 
General freight trucking 4841 9 - 8 -- 1 = ae 
General freight trucking, local 48411 2 -- -- oe i = ze 
General freight trucking, long-distance 48412 7 a iT, -- st ee 23 
General freight trucking, long-distance, truckload 484121 7 Bs 7 -- oe -- x 
Specialized freight trucking 4842 8 - 7 -- Zo =e as 
Specialized freight (except used goods) trucking, local 48422 3 -- 3 -- -- - -- 
Specialized freight (except used goods) trucking, long-distance 48423 4 -- 3 -- -- -- - 
Information 4 oo -- ze a es ES 
Information 4 = a & — <5 a 
































TABLE A-1. Fatal occupational injuries by industry and event or exposure, Missouri, 2011 





Total fatal injuries 


Event or exposure’ 





Violence and other 


Transportation incidents* 


Fires and explosions Falls, slips,trips 


Exposure to harmful sub- 


Contact with objects 








Industry’ NAICS code? (number) injuries by persons stances or environments and equipment 
or animals? 

Financial activities 4 -- BS =e en oe 
Finance and insurance 1 1 xe -- se Be 
Credit intermediation and related activities 522 1 1 -- -- -- - 
Nondepository credit intermediation 5222 1 1 -- He = a 
Other nondepository credit intermediation 52229 1 1 -- = -- = 
Real estate and rental and leasing 3 a6 eS ee a = 
Real estate 531 1 -- - 7 = ts 
Lessors of real estate 5311 1 -- - rs 7 2s 
Lessors of residential buildings and dwellings 53111 1 -- a a oe 2k 
Professional and business services 3 = oe ee = 2 
Educational and health services 8 ae 6 ee a = 
Health care and social assistance 7 = 6 = = = 
Ambulatory health care services 621 6 -- 6 = = = 
Other ambulatory health care services 6219 5 - 5 - a. - 
Leisure and hospitality 8 ae 2 ee a = 
Arts, entertainment, and recreation 6 ae 2 2 os £2 
Performing arts, spectator sports, and related industries 711 5 -- 2 ze 26 oh 
Promoters of performing arts, sports, and similar events 7113 -- -- 1 -- eo = 
Promoters of performing arts, sports, and similar events without facilities 71132 -- - 1 es = oe 
Independent artists, writers, and performers 7115 1 -- 1 = ee an 
Independent artists, writers, and performers 71151 1 ae 1 ue ae = 
Other services, except public administration 9 2 a = sh 22 
Other services, except public administration 9 2 as ze oe ae 
Repair and maintenance 811 4 1 a < 2. ae 
Automotive repair and maintenance 8111 -- 1 -- 2 -- 28 
Automotive mechanical and electrical repair and maintenance 81111 -- 1 -- -- -- ss 
General automotive repair 811111 -- 1 -- -- a = 
Personal and laundry services 812 -- 1 = Ba oo be 
Personal care services 8121 1 1 -- eS a Ss 
Hair, nail, and skin care services 81211 1 1 -- -- -- - 
Barber shops 812111 1 1 -- -- - -- 
Government 14 3 5 ee 1 3 
Federal goverment 4 1 -- -- 1 25 
Service- providing 4 1 -- a 1 ze 
Public administration 3 1 1 - 1 - 
Public administration 3 1 1 -- 1 - 
Justice, public order, and safety activities 922 1 1 -- -- -- ns 
Justice, public order, and safety activities 9221 1 1 - Ee = ae 
Police protection 92212 1 1 -- - -- -- 
National security and international affairs 928 2 -- 1 -- 1 -- 
National security and international affairs 9281 2 -- 1 -- 1 -- 
National security 92811 2 - 1 - 1 oe 
































TABLE A-1. Fatal occupational injuries by industry and event or exposure, Missouri, 2011 





Industry? 


NAICS code" 


Total fatal injuries 
(number) 


Event or exposure’ 





Violence and other 
injuries by persons 
or animals? 


Transportation incidents* 


Fires and explosions Falls, slips,trips 


Exposure to harmful sub- 
stances or environments 


Contact with objects 
and equipment 





State government 
Service- providing 
Public administration 
Public administration 
Justice, public order, and safety activities 
Justice, public order, and safety activities 
Police protection 
Local government 
Service- providing 
Public administration 
Public administration 
Justice, public order, and safety activities 


Justice, public order, and safety activities 
Police protection 





922 
9221 
92212 


922 
9221 
92212 





~ 


























1 Industry data are based on the North American Industry Classification System, 2007. 


? Based on the BLS Occupational Injury and Illness Classification System (OIICS) 2.01 implemented for 2011 data forward. 


> Includes violence by persons, self-inflicted injury, and attacks by animals. 


* Includes roadway, nonroadway, air, water, rail fatal occupational injuries, and fatal occupational injuries resulting from being struck by a vehicle. 


> Includes fatal injuries at all establishments categorized as Mining (Sector 21) in the North American Industry Classification System, including establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, such as those in Oil and Gas Extraction. 


° Includes fatal injuries to workers employed by governmental organizations regardless of industry. 


NOTE: Data for all years are revised and final. Totals for major categories may include subcategories not shown separately. Dashes indicate no data reported or data that do not meet publication criteria. CFO! fatal injury counts exclude illness-related deaths unless precipitated by an injury event. 
SOURCE: U.S. Department of Labor, Bureau of Labor Statistics, in cooperation with State, New York City, District of Columbia, and Federal agencies, Census of Fatal Occupational Injuries, May 14, 2013. 








TABLE A-2. Fatal occupational injuries resulting from transportation incidents and homicides, Missouri, 2011 





Industry? 


Total fatal injuries 
(number) 


Transportation incidents? 


Homicides? 





Total 


Roadway incidents 
involving motorized land 
vehicle 


Nonroadway incidents 
involving motorized land 
vehicles 


Pedestrian vehicular 
incidents 


Total 


Shooting by other person-+ 
intentional 








Total 
Private industry 
Goods-producing 
Natural resources and mining 
Agriculture, forestry, fishing and hunting 
Crop production 
Other crop farming 
All other crop farming 
Forestry and logging 
Logging 
Logging 
Construction 
Construction 
Heavy and civil engineering construction 
Specialty trade contractors 
Foundation, structure, and building exterior contractors 
Building finishing contractors 
Painting and wall covering contractors 
Other specialty trade contractors 
Site preparation contractors 
Manufacturing 
Manufacturing 
Service- providing 
Trade, transportation, and utilities 


Wholesale trade 


Merchant wholesalers, durable goods 


Motor vehicle and motor vehicle parts and supplies merchant wholesalers 


Merchant wholesalers, nondurable goods 
Retail trade 


Miscellaneous store retailers 
Used merchandise stores 
Used merchandise stores 


Transportation and warehousing 


Truck transportation 
General freight trucking 
General freight trucking, local 
General freight trucking, long-distance 


General freight trucking, long-distance, truckload 


Specialized freight trucking 


Specialized freight (except used goods) trucking, local 
Specialized freight (except used goods) trucking, long-distance 


Information 


Information 
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40 


10 





38 


23 
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36 


26 


16 
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10 

















TABLE A-2. Fatal occupational injuries resulting from transportation incidents and homicides, Missouri, 2011 























Transportation incidents? Homicides? 
Total fatal injuries Road incident: N d incident 
Industry? oadway incidents onroadway incidents ; : ; | 
y (number) Total involving motorized land | involving motorized land Fedestnan vehicular Total Shooting by other PRR 
vehicle vehicles incidents intentional 
Financial activities 4 -- wo ze = a t= 
Finance and insurance -- -- a ee 1 oa 
Credit intermediation and related activities - - ee as 1 ge 
Nondepository credit intermediation - oe = = 1 oe 
Other nondepository credit intermediation - - - as 1 es 
Real estate and rental and leasing 3 -- -- & a ES 
Real estate -- -- es a oe a 
Lessors of real estate = ee as ae & = 
Lessors of residential buildings and dwellings -- -- ee ze as ae 
Professional and business services 3 - - = es te es 
Educational and health services 8 6 3 és = se de 
Health care and social assistance 7 6 3 28 = a 2 
Ambulatory health care services 6 6 3 - as ae es 
Other ambulatory health care services 5 5 = ea es a Ls 
Leisure and hospitality 8 2 eS A re ae a 
Arts, entertainment, and recreation 6 2 -- L on ae 2: 
Performing arts, spectator sports, and related industries 5, 2 - 1 Py ' ~ 
Promoters of performing arts, sports, and similar events - 1 - si c a“ a 
Promoters of performing arts, sports, and similar events without facilities - 1 - - 7 a is 
Independent artists, writers, and performers 1 1 - 1 - a 2 
Independent artists, writers, and performers 1 1 - 1 is a - 
Other services, except public administration 9 -- - -- - 2 2 
Other services, except public administration 9 -- - -- - 2 2. 
Repair and maintenance 4 = 2 = 2 
Automotive repair and maintenance - -- ae = = 
Automotive mechanical and electrical repair and maintenance - -- - ss on 
General automotive repair - ee ae fs = 
Personal and laundry services - ss = me 
Personal care services 1 fs se 25 oe 
Hair, nail, and skin care services 1 a Be a as 
Barber shops 1 = ae eo = 
Government* 14 5 5 -- -- -- 
Federal goverment 4 es. a a oy 
Service- providing 4 -- ae 2 ae 
Public administration 3 1 1 Zs ee 
Public administration 3 1 1 ae as 
Justice, public order, and safety activities He - = 5 a 
Justice, public order, and safety activities 1 - 7 2 _ 
Police protection 1 -- ue 2 J 
National security and international affairs 2 1 1 is Ee 7 = 
National security and international affairs 2 1 1 . - . a 
National security 2 1 1 3 2 e o 





























TABLE A-2. Fatal occupational injuries resulting from transportation incidents and homicides, Missouri, 2011 











Transportation incidents? Homicides? 
Total fatal injuries Road incident: N d incident 
Industry? oadway incidents onroadway incidents ; : ‘ | 
y (number) Total involving motorized land | involving motorized land Fedestnan vehicular Total Shooting by other PRR 
f : incidents intentional 
vehicle vehicles 
State government 4 -- wo ze as as 
Service- providing 4 - - ae ‘ds ee oa) 
Public administration 3 - -- ae a ed fs 
Public administration 3 -- - ws es ee ae 
Justice, public order, and safety activities 3 a a a a - ES 
Justice, public order, and safety activities 3 ue ae an = es = 
Police protection 1 - -- ae ES ie wh 
Local government 6 - - °s es ts a 
Service- providing 4 -- ee x ae te oe 
Public administration 4 - oe és = ee de 
Public administration 4 -- -- a os ee ia 
Justice, public order, and safety activities 4 -- -- 2a = be es 
Justice, public order, and safety activities 4 Ss = zs zs = ad 
Police protection 4 = -- # ze ec e. 





























1 Indus ry data are based on the North American Industry Classification System, 2007. 
? Based on the BLS Occupational Injury and Illness Classification System (OIICS) 2.01 implemented for 2011 data forward. 


3 Includes fatal injuries at all establishments categorized as Mining (Sector 21) in the North American Industry Classification System, including establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, such as those in Oil and Gas 
Extraction. 


‘ Includes fatal injuries to workers employed by governmental organizations regardless of industry. 





NOTE: Data for all years are revised and final. Totals for major categories may include subcategories not shown separately. Dashes indicate no data reported or data that do not meet publication criteria. CFO! fatal injury counts exclude illness-related deaths unless precipitated 
by an injury event. 
SOURCE: U.S. Department of Labor, Bureau of Labor Statistics, in cooperation with State, New York City, District of Columbia, and Federal agencies, Census of Fatal Occupational Injuries, May 16, 2013. 








TABLE A-3. Fatal occupational injuries to private sector wage and salary workers, government workers, and self-employed workers by industry, Missouri, 2011 





Industry? 


Fatal injuries 


Private sector wage and salary workers” 


Government workers® 


Self-employed workers* 





Number 


Percent 


Number 


Percent 


Number 


Percent 


Number 


Percent 








Total 
Goods- producing 
Natural resources and mining 
Agriculture, forestry, fishing and hunting 


Crop production 
Other crop farming 
All other crop farming 
Forestry and logging 
Logging 
Logging 


Construction 
Construction 


Heavy and civil engineering construction 
Highway, street, and bridge construction 
Highway, street, and bridge construction 
Specialty trade contractors 
Foundation, structure, and building exterior contractors 
Building finishing contractors 
Painting and wall covering contractors 
Other specialty trade contractors 
Site preparation contractors 


Manufacturing 
Manufacturing 
Service-providing 
Trade, transportation, and utilities 
Wholesale trade 
Merchant wholesalers, durable goods 
Motor vehicle and motor vehicle parts and supplies merchant wholesalers 
Merchant wholesalers, nondurable goods 
Retail trade 
Miscellaneous store retailers 
Used merchandise stores 
Used merchandise stores 
Transportation and warehousing 
Truck transportation 
General freight trucking 
General freight trucking, local 
General freight trucking, long-distance 
General freight trucking, long-distance, truckload 
Specialized freight trucking 
Specialized freight (except used goods) trucking, local 
Specialized freight (except used goods) trucking, long-distance 
Information 
Information 
Financial activities 
Finance and insurance 
Credit intermediation and related activities 


Nondepository credit intermediation 
Other nondepository credit intermediation 





20 


20 


Www wWwrPuuns 


41 


10 


BWoOIINON 





66.7 


311 


© 





77 


10 


10 


32 


10 


is 








14 
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TABLE A-3. Fatal occupational injuries to private sector wage and salary workers, government workers, and self-employed workers by industry, Missouri, 2011 








Percent 

















paces Fatal injuries Private sector wage and salary workers” Government workers® Self-employed workers* 
ndustry 
Number Percent Number Percent Number Percent Number 

Real estate and rental and leasing 3 2.3 - - - - 1 
Real estate 1 8 * = = 5 1 
Lessors of real estate a 8 a = = 1 
Lessors of residential buildings and dwellings uh 8 - - - - 1 
Professional and business services 3 2.3 “ = os - BR 
Educational and health services 9 6.8 8 10.4 i = * 
Health care and social assistance 7 5.3 if 9.1 - ~ ms 
Ambulatory health care services 6 45 6 7.8 - - - 
Other ambulatory health care services 5: 3.8 5: 6.5 - - - 
Leisure and hospitality 8 6.1 6 7.8 - - 2 
Arts, entertainment, and recreation 6 4.5 4 5.2 - - 2 
Performing arts, spectator sports, and related industries 5 3.8 - - - - 2 
Promoters of performing arts, sports, and similar events = - * - - - 1 
Promoters of performing arts, sports, and similar events without facilities “ - - - - - 1 
Independent artists, writers, and performers 1 8 = - - - 1 
Independent artists, writers, and performers 1 8 . - - - 1 
Other services, except public administration 9 6.8 6 7.8 - - 3 
Other services, except public administration 9 6.8 6 7.8 - - 3 
Repair and maintenance 4 3.0 - - - - - 
Automotive repair and maintenance - - - - - - 1 
Automotive mechanical and electrical repair and maintenance - - - -- - - 1 
General automotive repair - - - -- - - a 
Personal and laundry services - -- 1 1.3 - - - 
Personal care services 1 8 1 13 os < - 
Hair, nail, and skin care services 1 8 a 13 - - * 
Barber shops 1 8 1 1,3 - - - 
Public administration 10 7.6 - = 10 71.4 3 
Public administration 10 7.6 - = 10 71.4 - 
Justice, public order, and safety activities 8 6.1 - - 8 57.1 - 
Justice, public order, and safety activities 8 6.1 * - 8 57.1 - 
Police protection 6 45 - - 6 42.9 - 
National security and international affairs 2 1.5 - - 2 14.3 - 
National security and international affairs 2 1.5 - - 2 14.3 - 
National security 2 1.5 - - 2 14.3 - 

















1 Industry data are based on the North American Industry Classification System, 2007. 


? May include volunteers and workers receiving other types of compensation. 


3 Includes fatal injuries to workers employed by governmental organizations regardless of industry. 





4 Includes self-employed workers, owners of unincorporated businesses and farms, paid and unpaid family workers, and may include some owners of incorporated businesses or members of partnerships. 


> Includes fatal injuries at all establishments categorized as Mining (Sector 21) in the North American Industry Classification System, including establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, such as those in Oil and Gas Extraction. 


NOTE: Data for all years are revised and final. Totals for major categories may include subcategories not shown separately. Dashes indicate no data reported or data that do not meet publication criteria. CFO! fatal injury counts exclude illness-related deaths unless precipitated by an injury event. 


SOURCE: U.S. Department of Labor, Bureau of Labor Statistics, in cooperation with State, New York City, District of Columbia, and Federal agencies, Census of Fatal Occupational Injuries, May 16, 2013. 








TABLE A-4. Fatal occupational injuries by primary and secondary source of injury for all fatal injuries and by major private industry ' sector, Missouri, 2011 





Primary source and secondary source” 


Total fatal 
injuries 
(number) 


Goods producing 


Service providing 





Total goods 
producing 


Natural 
resources and Construction 
mining? 


Manufacturing 


Total service 


providing 


Trade, 


transportation 


and utilities 


Information 


Professional and 
business 
services 


Financial 
activities 


Education and 
health services 


Leisure and 
hospitality 


Other services 








Total 
Primary Source’ 


Chemicals and chemical products 
Containers, furniture, and fixtures 
Machinery 
Agricultural and garden machinery 
Harvesting and threshing machinery 
Balers--agricultural 
Construction, logging, and mining machinery 
Excavating machinery 
Bulldozers 
Material and personnel handling machinery 
Parts and materials 
Persons, plants, animals, and minerals 
Person--other than injured or ill worker 
Other client or customer 
Assailant, suspect, inmate 
Robber 
Plants, trees, vegetation--not processed 
Trees, logs, limbs 
Trees 
Structures and surfaces 
Buildings--office, plant, residential 
Commercial and retail buildings 
Retail establishment, store, mall 
Structures other than buildings 
Scaffolds, staging 
Scaffolds--self-supporting staging 
Floors, walkways, ground surfaces 
Other floors, walkways, ground surfaces 
Piers, wharfs 
Vehicles 
Aircraft 
Airplanes--powered fixed wing 
Airplane--propeller-driven or piston engine 
Highway vehicles, motorized 
Passenger vehicle--automobiles, buses, and passenger vans 
Automobile 
Trucks--motorized freight hauling and utility 
Semi, tractor-trailer, tanker truck 
Dump truck 
Delivery truck or van 
Cement truck, concrete mixer truck 
Multi-purpose highway vehicles 
Pickup truck 
Off-road or industrial vehicles--powered 
Industrial vehicles, material hauling and transport--powered 
Forklift, order picker, platform truck--powered 
Tractors, PTOs 
Farm tractor 
Other sources 
Environmental and elemental conditions 
Flooding and other water sources 
Flooding 
Temperature extremes--environmental 
Heat--environmental 


Secondary Source” 


Machinery 
Agricultural and garden machinery 
Mowing machinery 
Mower--tractor, n.e.c. 
Parts and materials 
Building materials--solid elements 
Machine, tool, and electric parts 
Electric parts 
Power cords, electrical cords, extension cords 
Persons, plants, animals, and minerals 
Plants, trees, vegetation--not processed 
Trees, logs, limbs 
Trees 





132 





42 





18 





18 








76 





40 


























TABLE A-4. Fatal occupational injuries by primary and secondary source of injury for all fatal injuries and by major private industry ' sector, Missouri, 2011 





Primary source and secondary source” 


Total fatal 
injuries 
(number) 


Goods producing 


Service providing 





Total goods 
producing 


Natural 
resources and Construction 
mining? 


Manufacturing 


Total service 
providing 


Trade, 
transportation 
and utilities 


Information 


Professional and 
business 
services 


Financial 
activities 


Education and 
health services 


Leisure and 
hospitality 


Other services 





Structures and surfaces 
Structures other than buildings 
Bridges, dams, locks 
Floors, walkways, ground surfaces 
Ground 
Curbs, traffic calming bumps, embankments 
Curbs 
Embankments 
Geographical structures 
Raised natural structures, hills, mountains 
Hills 
Tools, instruments, and equipment 
Firearms, law enforcement, and other self-defense equipment 
Firearms 
Pistol, handgun, revolver 
Rifle, shotgun 
Vehicles 
Highway vehicles, motorized 
Passenger vehicle--automobiles, buses, and passenger vans 
Ambulance, police, and other emergency passenger vehicle 
Trucks--motorized freight hauling and utility 
Semi, tractor-trailer, tanker truck 
Multi-purpose highway vehicles 
Pickup truck 
SUV, sports utility vehicle 
Other sources 
Environmental and elemental conditions 
Weather and atmospheric conditions 
Ice, sleet, snow 
Tornado, hurricane, typhoon 
Other environmental and elemental conditions 
Sun 





bP 


Pe 












































1 Industry data are based on the North American Industry Classification System, 2007. 


? Based on the BLS Occupational Injury and Illness Classification System (OI1CS) 2.01 implemented for 2011 data forward. 


3 Includes fatal injuries at all establishments categorized as Mining (Sector 21) in the North American Industry Classification System, including establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, such as those in Oil and Gas Extraction. 


‘The primary source of a fatal occupational injury is the object, substance, person, bodily motion, or exposure which most directly led to, produced, or inflicted the injury or illness. 


> The secondary source of a fatal occupational injury is the object, substance, person, or exposure, other than the source, if any, which most actively generated the source or contributed to the injury or illness. 


NOTE: Data for all years are revised and final. Totals for major categories may include subcategories not shown separately. Dashes indicate no data reported or data that do not meet publication criteria. N.e.c. means "not elsewhere classified". CFO! fatal injury counts exclude illness-related deaths unless 


precipitated by an injury event. 


SOURCE: U.S. Department of Labor, Bureau of Labor Statistics, in cooperation with State, New York City, District of Columbia, and Federal agencies, Census of Fatal Occupational Injuries, May 16, 2013. 








TABLE A-5. Fatal occupational injuries by occupation and event or exposure, Missouri, 2011 





Occupation? 


Total fatal injuries 
(number) 


Event or exposure” 





Violence and other 
injuries by persons 
or animals? 


Transportation incidents* 


Fires and explosions Falls, slips, trips 


Exposure to harmful sub- 
stances or environments 


Contact with objects 
and equipment 








Total 


Management occupations 
Other management occupations 
Farmers, ranchers, and other agricultural managers 
Farmers, ranchers, and other aaricultural managers 
Property, real estate, and community association managers 
Property, real estate, and community association managers 
Arts, desiqn, entertainment, sports, and media occupations 
Art and design workers 
Artists and related workers 
Fine artists, including painters, sculptors, and illustrators 
Protective service occupations 
Law enforcement workers 
Police officers 
Police and sheriff's patrol officers 
Food preparation and serving related occupations 
Personal care and service occupations 
Personal appearance workers 
Barbers, hairdressers, hairstylists and cosmetologists 
Barbers 
Sales and related occupations 
Supervisors of sales workers 
First-line supervisors of sales workers 
First-line supervisors of retail sales workers 
Office and administrative support occupations 
Construction and extraction occupations 
Construction trades workers 
Electricians 
Electricians 
Painters and paperhanagers 
Painters, construction and maintenance 
Other construction and related workers 
Highway maintenance workers 
Highway maintenance workers 
Installation, maintenance, and repair occupations 
Vehicle and mobile equioment mechanics, installers, and repairers 
Automotive technicians and repairers 
Automotive body and related repairers 
Other installation, maintenance, and repair occupations 
Production occupations 
Metal workers and plastic workers 
Welding, soldering, and brazing workers 
Welders, cutters, solderers, and brazers 
Transportation and material moving occupations 
Motor vehicle operators 
Driver/sales workers and truck drivers 
Heavy and tractor-trailer truck drivers 
Light truck or delivery services drivers 
Taxi drivers and chauffeurs 
Taxi drivers and chauffeurs 
Material moving workers 
Laborers and material movers, hand 
Laborers and freight, stock, and material movers, hand 
Military specific occupations? 
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TABLE A-5. Fatal occupational injuries by occupation and event or exposure, Missouri, 2011 





Occupation? 





Total fatal injuries 
(number) 


Event or exposure” 








Violence and other 
injuries by persons 
or animals? 





Transportation incidents* 





Fires and explosions 





Falls, slips,trips 





Exposure to harmful sub- 
stances or environments 





Contact with objects 
and equipment 








1 Occupation data are based on the Standard Occupational Classification System, 2010. 


? Based on the BLS Occupational Injury and Illness Classification System (OIICS) 2.01 implemented for 2011 data forward. 


3 Includes violence by persons, self-inflicted injury, and attacks by animals. 


4 Includes roadway, nonroadway, air, water, rail fatal occupational injuries, and fatal occupational injuries resulting from being struck by a vehicle. 


5 Includes fatal injuries to persons identified as resident armed forces regardless of individual occupation listed. 


NOTE: Data for all years are revised and final. Totals for major categories may include subcategories not shown separately. Dashes indicate no data reported or data that do not meet publication criteria. CFOI fatal injury counts exclude illness-related deaths unless 


precipitated by an injury event. 


SOURCE: U.S. Department of Labor, Bureau of Labor Statistics, in cooperation with State, New York City, District of Columbia, and Federal agencies, Census of Fatal Occupational Injuries, May 16, 2013. 








TABLE A-6. Fatal occupational injuries resulting from transportation incidents and homicides by occupation, Missouri, 2011 





Occupation? 


Total fatal injuries 
(number) 


Transportation incidents? 


Homicides? 





Total 


Roadway incidents 
involving motorized land 
vehicle 


Nonroadway incidents 
involving motorized land 
vehicles 


Pedestrian vehicular 
incidents 


Total 


Shooting by other person--+ 
intentional 








Total 


Management occupations 
Other management occupations 
Farmers, ranchers, and other agricultural managers 
Farmers, ranchers, and other aaqricultural managers 
Property, real estate, and community association managers 
Property, real estate, and community association managers 
Arts, design, entertainment, sports, and media occupations 
Art and design workers 
Artists and related workers 
Fine artists, including painters, sculptors, and illustrators 
Protective service occupations 
Law enforcement workers 
Police officers 
Police and sheriff's patrol officers 
Food preparation and serving related occupations 
Personal care and service occupations 
Personal appearance workers 
Barbers, hairdressers, hairstylists and cosmetologists 
Barbers 
Sales and related occupations 
Supervisors of sales workers 
First-line supervisors of sales workers 
First-line supervisors of retail sales workers 
Office and administrative support occupations 
Construction and extraction occupations 
Construction trades workers 
Electricians 
Electricians 
Painters and paperhangers 
Painters, construction and maintenance 
Other construction and related workers 
Highway maintenance workers 
Highway maintenance workers 
Installation, maintenance, and repair occupations 
Vehicle and mobile equipment mechanics, installers, and repairers 
Automotive technicians and repairers 
Automotive body and related repairers 
Other installation, maintenance, and repair occupations 
Production occupations 
Metal workers and plastic workers 
Welding, soldering, and brazing workers 
Welders, cutters, solderers, and brazers 
Transportation and material moving occupations 
Motor vehicle operators 
Driver/sales workers and truck drivers 
Heavy and tractor-trailer truck drivers 
Light truck or delivery services drivers 
Taxi drivers and chauffeurs 
Taxi drivers and chauffeurs 
Material moving workers 
Laborers and material movers, hand 
Laborers and freight, stock, and material movers, hand 
Military specific occupations? 
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TABLE A-6. Fatal occupational injuries resulting from transportation incidents and homicides by occupation, Missouri, 2011 





Occupation? 





Total fatal injuries 
(number) 


Transportation incidents? 


Homicides? 








Total 





Roadway incidents 
involving motorized land 
vehicle 





Nonroadway incidents 
involving motorized land 
vehicles 





Pedestrian vehicular 
incidents 





Total 





Shooting by other person-+ 
intentional 








1 Occupation data are based on the Standard Occupational Classification System, 2010. 


? Based on the BLS Occupational Injury and Illness Classification System (OIICS) 2.01 implemented for 2011 data forward. 


3 Includes fatal injuries to persons identified as resident armed forces regardless of individual occupation listed. 


NOTE: Data for all years are revised and final. Totals for major categories may include subcategories not shown separately. Dashes indicate no data reported or data that do not meet publication criteria. CFOI fatal injury counts exclude illness-related deaths unless 


precipitated by an injury event. 


SOURCE: U.S. Department of Labor, Bureau of Labor Statistics, in cooperation with State, New York City, District of Columbia, and Federal agencies, Census of Fatal Occupational Injuries, May 16, 2013. 








Table A-7. Fatal occupational injuries by worker characteristics and event or exposure, Missouri, 2011 





Event or exposure? 





























We Total fatal injuries Transportation Violence and other | Contact with objects Falls, slips,trips Exposure to harmful | Fires and explosions 
Worker characteristics (number) incidents? injuries by persons and equipment substances or 
or animals? environments 

Total 132 60 13 28 16. 11 5 
Employee status 

Wage and salary’ 91 39 8 19 11 11 3 
Self-employed? 41 21 5 9 4 o 4) 
Gender 

Female 13 3 = 5 ce ce és 
Male 119 57 11 23 13 10 5 
Age 

Under 16 years ee ee ae in a es as 
16 to 17 years -- oe -- Be ai Ss ae 
18 to 19 years 3 is ae ae a8 ae se 
20 to 24 years 4 a ae ee eA ea 2s 
25 to 34 years 21 5 5 5 3 -- ae 
35 to 44 years 18 9 = 5 -- 3 a 
45 to 54 years 29 12 5 4 a 5 oe 
55 to 64 years 30 17 -- 7d 3 -- -- 
65 years and over 26 15 1 4 5 -- 1 
Race or ethnic origin® 

White (non-Hispanic) 116 54 9 25 13 10 5 
Black or African-American (non-Hispanic) 10 3 4 -- =4 <4 <3 
Hispanic or Latino 4 oe Ze 2 ae es A 
American Indian or Alaska Native (non-Hispanic) -- og -- * os = = 
Asian (non-Hispanic) - ae a ae ae ae wa 
Native Hawaiian or Pacific Islander (non-Hispanic) -- s ee 2 et a 2 








1 Based on the BLS Occupational Injury and Illness Classification System (OIICS) 2.01 implemented for 2011 data forward. 


? Includes roadway, nonroadway, air, water, rail fatal occupational injuries, and fatal occupational injuries resulting from being struck by a vehicle. 


3 Includes violence by persons, self-inflicted injury, and attacks by animals. 


4 May include volunteers and other workers receiving compensation. 


> Includes self-employed workers, owners of unincorporated businesses and farms, paid and unpaid family workers, and may include some owners of incorporated businesses or members of partnerships. 


° Persons identified as Hispanic or Latino may be of any race. The race categories shown exclude data for Hispanics and Latinos. 


NOTE: Data for all years are revised and final. Totals for major categories may include subcategories not shown separately. Dashes indicate no data reported or data that do not meet publication criteria. CFO! fatal 


injury counts exclude illness-related deaths unless precipitated by an injury event. 


SOURCE: U.S. Department of Labor, Bureau of Labor Statistics, in cooperation with State, New York City, District of Columbia, and Federal agencies, Census of Fatal Occupational Injuries, May 16, 2013. 








TABLE A-8. Fatal occupational injuries by event or exposure and age, Missouri, 2011 


Age 





Total fatal 
injuries | Under 


Event or exposure’ 


(number) 
years 


16-17 
years 


18-19 
years 


20-24 
years 


25-34 
years 


35-44 
years 


45-54 
years 


55-64 
years 


65 
years 
and 
over 





Total 


Violence and other injuries by persons or animals 
Intentional injury by person 
Intentional injury by other person 
Shooting by other person--intentional 
Hitting, kicking, beating, shoving 
Injury by person--unintentional or intent unknown 
Injury by other person--unintentional or intent unknown 
Shooting by other person--unintentional 
Transportation incidents 
Pedestrian vehicular incident 
Pedestrian struck by vehicle in nonroadway area 
Pedestrian struck by vehicle backing up in nonroadway area 
Roadway incidents involving motorized land vehicle 
Roadway collision with other vehicle 
Roadway collision--moving in opposite directions, oncoming 
Roadway collision--moving perpendicularly 
Roadway collision--moving and standing vehicle on side of roadway 
Roadway collision with object other than vehicle 
Vehicle struck object or animal on side of roadway 
Roadway noncollision incident 
J ack-knifed or overturned, roadway 
Nonroadway incident involving motorized land vehicles 
Nonroadway collision with other vehicle 
Collision between a moving and standing vehicle, nonroadway 
Nonroadway collision with object other than vehicle 
Nonroadway noncollision incident 
J ack-knifed or overturned, nonroadway 
Fires and Explosions 
Fires 
Explosions 
Falls, slips, trips 
Falls to lower level 
Fall from collapsing structure or equipment 
Fall from collapsing structure or equipment 11 to 15 feet 
Other fall to lower level 
Other fall to lower level less than 6 feet 
Other fall to lower level 11 to 15 feet 
Other fall to lower level more than 30 feet 





TABLE A-8. Fatal occupational injuries by event or exposure and age, Missouri, 2011 








Age 
Total fatal 65 
Event or exposure” injuries mae 16-17 | 18-19 | 20-24 | 25-34 | 35-44 | 45-54 | 55-64 | years 
(number) Near years | years | years | years | years | years | years | and 
over 
Exposure to harmful substances or environments 11 - - - 3 5 - 
Exposure to electricity 4 - - -- - 
Direct exposure to electricity 3 - - - - - 
Exposure to temperature extremes 3 - - - 
Exposure to environmental heat 3 - - - 
Exposure to other harmful substances 3 - - - -- 
Exposure to oxygen deficiency, n.e.c. 1 - - -- 1 -- 
Contact with objects and equipment 28 - - 5 5 4 7 4 
Struck by object or equipment 16 - - - 1 3 4 4 
Struck by powered vehicle--nontransport 8 - - - 1 -- - 3 
Struck or run over by rolling powered vehicle 5 - - 1 -- - 3 
Struck by falling object or equipment--other than powered vehicle 6 - - - -- - 3 1 -- 
Struck, caught, or crushed in collapsing structure, equipment, or material 10 - - 3 1 - - 
Struck, caught, or crushed in other collapsing structure or equipment 10 - - - 3 - 1 - 





‘ Based on the BLS Occupational Injury and IIIness Classification System (OIICS) 2.01 implemented for 2011 data forward. 


NOTE: Data for all years are revised and final. Totals for major categories may include subcategories not shown separately. Dashes indicate no data reported or data that do not meet 
publication criteria. N.e.c. means "not elsewhere classified". CFOI fatal injury counts exclude illness-related deaths unless precipitated by an injury event. 
SOURCE: U.S. Department of Labor, Bureau of Labor Statistics, in cooperation with State, New York City, District of Columbia, and Federal agencies, Census of Fatal Occupational 


Injuries, May 16, 2013. 





TABLE A-9. Fatal occupational injuries by event or exposure for all fatal injuries and major private industry 7 sector, Missouri, 2011 











Goods producing Service providing 
Total fatal get ae hanna Bist 
2 injuri atura F rade, : : rofessiona ucation ‘ 
Event or exposure aati Total goods resources and] Construction | Manufacturing Total Service: transportation | Information Financial and business | and health Leisure and Other services 
(number) producing ea ah providing ais activities i : hospitality 
mining and utilities services services 
Total 132 42 18 18 6 76 40 4 4 3 8 8 9 
Violence and other injuries by persons or animals 13 -- -- -- - 9 4 -- - -- -- - 2 
Intentional injury by person 10 -- -- -- - 8 4 a8. ws a = ae 2 
Intentional injury by other person 10 -- -- -- - 8 4 -- - -- 2 = 2 
Shooting by other person--intentional 8 -- -- -- - 7 4 = = ae us eh 2 
Hitting, kicking, beating, shoving 1 -- -- -- - 1 Be -- ay Ea t Be = 
Transportation incidents 60 17 10 5 -- 38 23 -- - -- 6 -- 
Aircraft incidents -- -- -- -- BS -- a es 25 =a <3 1 of 
Other in-flight crash - -- -- -- - Sy os zs xe es 29 1 2, 
Other in-flight crash into structure, object, or ground - -- -- ou es = = <3 SS aS = 1 = 
Pedestrian vehicular incident 7 3 -- -- - 4 4 a a = 24 ue a 
Pedestrian struck by vehicle in nonroadway area 4 -- -- ae ee a a4 & = ee. z 2g = 
Pedestrian struck by vehicle backing up in nonroadway area 3 -- -- a a 2 25 = oe ae ae me ze, 
Roadway incidents involving motorized land vehicle 36 5 -- -- -- 26 16 -- - -- 3 we 2 
Roadway collision with other vehicle 12 -- -- -- - 8 5 3s, eo = _ 4 
Roadway collision--moving in opposite directions, oncoming 5 -- -- ae oh 3 a = os =e, _ 23 an 
Roadway collision--moving perpendicularly 3 -- -- -- - ae 23 23 - ea 2 te ae 
Roadway collision--moving and standing vehicle on side of roadway 1 -- -- -- ao a a = SS =e = Ls = 
Roadway collision with object other than vehicle 14 -- -- -- - 12 ve -- - -- 3 - = 
Vehicle struck object or animal on side of roadway 12 -- -- -- - 11 7 -- - -- 3 cy a 
Roadway noncollision incident 10 3 a -- oe 6 4 2 ee) e ss se = 
Jack-knifed or overturned, roadway 7 -- a 22 se 5 4 = a “6 a = 24 
Nonroadway incident involving motorized land vehicles 10 7 7 -- - 3 -- -- - # i 1 = 
Nonroadway collision with other vehicle 1 -- -- ae es al 1 = s Be = te an 
Collision between a moving and standing vehicle, nonroadway 1 -- a a a 1 1 25 ae eal 25 ze 25 
Nonroadway collision with object other than vehicle - 1 1 = a a aes = ss oe = on = 
Nonroadway noncollision incident 7 6 6 -- - 1 -- -- - Ld. 2h, 1 at. 
Jack-knifed or overturned, nonroadway 5 4 4 -- - 1 -- 2 25 a2. = 1 <5 
Fires and Explosions 5 -- eo -- a 4 3 zs He =A a ze zs 
Explosions 3 3 =o be. oe 25, ae = ts ee. = bs = 
Falls, slips, trips 15 7 = 6 ee 7 25 2s #4 23 an = zs, 
Falls to lower level 15 7 -- 6 - 7 a == fe Se: so 28 zs 
Fall from collapsing structure or equipment 1 -- ay = a 2 — at oS me = Ls = 
Fall from collapsing structure or equipment 11 to 15 feet 1 -- -- -- 3. a oe, 25 ot Le oe us a 
Other fall to lower level 12 6 a 5 oe 6 ae — 26 a2 4 =f = 
Other fall to lower level less than 6 feet 3 -- -- -- -- -- -- -- - -- eo 22, # 
Other fall to lower level more than 30 feet 3 -- -- -- -- 3 =e = oe es ae ze = 
Exposure to harmful substances or environments ll -- -- -- - 6 4 fa a a a a ae. 
Exposure to electricity 4 -- a a we Ze so = es 25 = a ~ 
Direct exposure to electricity 3 -- -- -- - a s, ss oe a a on 3 
Exposure to temperature extremes 3 -- -- = ae es -- os = = a = an 
Exposure to environmental heat 3 -- -- -- - ea - -- -- = £a se = 
Exposure to other harmful substances 3 -- -- -- - -- a <3 as = =e 2 es 
Exposure to oxygen deficiency, n.e.c. ne -- -- -- - -- 2Y a os Li a Be = 
Contact with objects and equipment 28 14 7 3 _ 12 4 = = a2 oh oz a 
Struck by object or equipment 16 11 6 3 - 3 2 ze oS be oe Me = 
Struck by powered vehicle--nontransport 8 5 3 a od = = = = a2 a oe a 
Struck or run over by rolling powered vehicle 5 4 -- -- - -- 255 zs ze = 2 = zs, 
Struck by falling object or equipment--other than powered vehicle 6 4 3 a oh, =e, oh Ze we <3 ae Ls 24 
Struck, caught, or crushed in collapsing structure, equipment, or material 10 ae -- -- ae. 8 Pa a as = is a = 
Struck, caught, or crushed in other collapsing structure or equipment 10 -- -- we Ee 8 a = 24 a = = an 















































1 Industry data are based on the North American Industry Classification System, 2007. 

? Based on the BLS Occupational Injury and Illness Classification System (OI1CS) 2.01 implemented for 2011 data forward. 

3 Includes fatal injuries at all establishments categorized as Mining (Sector 21) in the North American Industry Classification System, including establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, such as those in Oil and Gas Extraction. 
NOTE: Data for all years are revised and final. Totals for major categories may include subcategories not shown separately. Dashes indicate no data reported or data that do not meet publication criteria. N.e.c. means "not elsewhere classified". CFO! fatal injury counts exclude illness-related 


deaths unless precipitated by an injury event. 
SOURCE: U.S. Department of Labor, Bureau of Labor Statistics, in cooperation with State, New York City, District of Columbia, and Federal agencies, Census of Fatal Occupational Injuries, May 16, 2013. 








Appendix: Glossary 


All other occupational illnesses. 


Illnesses other than skin diseases or disorders, respiratory conditions, or poisoning. Examples include anthrax, 
brucellosis, infectious hepatitis, malignant and benign tumors, food poisoning, histoplasmosis, coccidioidomycosis. 


Bench marking. 


The process of adjusting a set of estimates based on a reference or standard for one or more of the estimates. In 
the annual survey, it is used to increase the precision of the estimates (due to the use of a ratio estimator) and to 
impute for births (i.e., adjust for new companies). The reference used is the annual average employment. 


Days away from work or days of restricted work activity. 


Count the number of calendar days the employee was on restricted work activity or was away from work as a 
result of the recordable injury or illness. Do not count the day on which the injury or illness occurred. Begin 
counting days from the day after the incident occurred. If a single injury or illness involved both days away from 
work and days of restricted work activity, enter the total number of days for each. Stop counting days away from 
work or days of restricted work activity once the total of either or the combination of both reaches 180 days. 


Days of job transfer or restricted work activity. 
The number of workdays on which, because of injury or illness: 
1. the employee was assigned to another job on a temporary basis; 
2. the employee worked at a permanent job less than full-time; or 


3. the employee worked at a permanently assigned job but could not perform all duties normally connected 
with it. 


Establishment. 


The physical location of a certain economic activity—for example, a factory, mine, store, or office. A single 
establishment generally produces a single good or provides a single service. An enterprise (a private firm, 
government, or nonprofit organization) can consist of a single establishment or multiple establishments. All 
establishments in an enterprise may be classified in one industry (e.g., a chain), or they may be classified in 
different industries (e.g., a conglomerate). 


Event or exposure. 


Signifies the manner in which an occupational injury or illness was produced or inflicted—for example, 
overexertion while lifting, or a fall. 


Fatality rate. 


Represents the number of fatal injuries per 100,000 workers, calculated as follows: (N/W) X 100,000, where N = 
number of fatal injuries, W = number of workers employed, and 100,000 = base to express the fatality rate per 
100,000 workers. 


First-aid treatment. 


One time treatment and subsequent observation of minor scratches, cuts, burns, splinters, etc., which do not 
ordinarily require medical care. 


Goods-producing industries (North American Industry Classification System). 
Includes manufacturing, construction, and natural resources and mining. 
Hispanic or Latino ethnicity. 


Refers to persons who identified themselves in the enumeration process as being Spanish, Hispanic, or Latino. 
Persons of Hispanic or Latino ethnicity may be of any race. 


Hours worked. 


The total hours worked by all employees during the report period. Includes all time on duty, but does not include 
vacation, holidays, sick leave and all other non-work time even though paid. 


Incidence rate. 


Represents the number of injuries and/or illnesses per 100 full-time workers. The rate is calculated as: (N/EH) X 
200,000, where: N = number of occupational injuries and/or illnesses, EH = total hours worked by all employees 
during the calendar year, and 200,000 = base for 100 full-time equivalent workers (working 40 hours per week, 50 
weeks per year). 


Industry. 
A group of establishments that produce similar products or provide similar services. For example, all 
establishments that manufacture automobiles are in the same industry. A given industry, or even a particular 
establishment in that industry, might have employees in dozens of occupations. The North American Industry 


Classification System (NAICS) groups similar establishments into industries. NAICS is replacing the former 
Standard Industrial Classification (SIC) system. 


Log of Work-Related Injuries and Illnesses. 


The Log of Work-Related Injuries and Illnesses is used to classify work-related injuries and illnesses and to note 
the extent and severity of each case. The Log is used to record specific details about what happened and how it 
happened. 


Lost-worktime cases. 
Cases involving days away from work, or days of restricted work activity, or both. 
Lost-worktime cases involving days away from work. 


Cases resulting in days away from work, or a combination of days away from work and days of restricted work 
activity. 


Lost-worktime cases involving restricted work activity. 
Cases resulting in restricted work activity only. 
Median days away from work. 


The measure used to summarize the varying lengths of absences from work among the cases with days away 
from work. The median is the point at which half of the cases involved more days away from work and half 
involved less days away from work. 


Medical treatment. 


Treatment administered by a physician or licensed health care professional. Medical treatment does not include 
first aid treatment even if provided by a physician or licensed health care professional. Medical treatment includes 
managing and caring for a patient for the purpose of combating disease or disorder. 


Nature of injury or illness. 


Names the principal physical characteristics of a disabling condition, such as sprain/strain, cut/laceration, or carpal 
tunnel syndrome. 


North American Industry Classification System (NAICS). 


The successor to the Standard Industrial Classification (SIC) system; this system of classifying business 
establishments is being adopted by the United States, Canada, and Mexico. NAICS groups establishments into 
industries based on the activity in which they are primarily engaged. Establishments using similar raw material 
inputs, similar capital equipment, and similar labor are classified in the same industry. Establishments that do 
similar things in similar ways are classified together. NAICS uses a six digit hierarchical coding system to classify 
all economic activity into twenty industry sectors. Five sectors are mainly goods-producing sectors and fifteen are 
entirely services-producing sectors. This six digit hierarchical structure allows greater coding flexibility than the 
four digit structure of the SIC. 


Occupation. 


A set of activities or tasks that employees are paid to perform. Employees that perform essentially the same tasks 
are in the same occupation, whether or not they work in the same industry. Some occupations are concentrated 
in a few particular industries; other occupations are found in many industries. 


Occupational groups. 
A group of related occupations; examples: sales occupations and service occupations. 
Occupational illness. 


Any abnormal condition or disorder, other than one resulting from an occupational injury, caused by exposure to 
factors associated with employment. It includes acute and chronic illnesses or diseases which may be caused by 
inhalation, absorption, ingestion, or direct contact. The following categories are used by employers to classify 
recordable occupational illnesses. The examples given are not to be considered the complete listing of the types 
of illnesses and disorders that are counted under each category as shown on the survey form. 


1. Skin diseases or disorders. Skin disease or disorders are illnesses involving the worker’s skin that are 
caused by work exposure to chemicals, plants, or other substances. 
Examples: contact dermatitis, eczema, or rash caused by primary irritants and sensitizers or poisonous 
plants; oil acne; friction blisters; chrome ulcers; or inflammation of the skin. 


2. Respiratory conditions. Respiratory conditions are illnesses associated with breathing hazardous 
biological agents, chemicals, dust, gases, vapors, or fumes at work. 
Examples: silicosis, asbestosis, pneumonitis; pharyngitis; rhinitis or acute congestion; farmer’s lung, 
beryllium disease, tuberculosis, occupational asthma, reactive airways dysfunction syndrome (RADS), 
chronic obstructive pulmonary disease (COPD), hypersensitivity pneumonitis, toxic inhalation injury, such as 
metal fume fever, chronic obstructive bronchitis, and other pneumoconioses. 


3. Poisoning. Poisoning includes disorders evidenced by abnormal concentrations of toxic substances in 
blood, other tissues, other bodily fluids, or the breath that are caused by the ingestion or absorption of 
toxic substances into the body. 

Examples: poisoning by lead, mercury, cadmium, arsenic, or other metals; poisoning by carbon monoxide, 
hydrogen sulfide or other gases; poisoning by benzene, benzol, carbon tetrachloride, or other organic 
solvents; poisoning by insecticide sprays such as parathion or lead arsenate; poisoning by other chemicals 
such as formaldehyde. 

4. All other illnesses. All other occupational illnesses. 

Examples: heatstroke, sunstroke, heat exhaustion, heat stress and other effects of environmental heat; 
freezing, frostbite, and other effects of exposure to low temperatures; decompression sickness; effects of 
ionizing radiation (isotopes, x-rays, radium); effects of nonionizing radiation (welding flash, ultra-violet rays, 
lasers); anthrax; bloodborne pathogenic diseases, such as AIDS, HIV, hepatitis B or hepatitis C; brucellosis; 
infectious hepatitis; malignant or benign tumors; histoplasmosis; coccidioidomycosis. 


Occupational injury. 
Any injury such as a cut, fracture, sprain, amputation, etc., which results from a work-related event or from a 
single instantaneous exposure in the work environment. 

Occupational Injury and Illness Classification System (OIICS). 


The BLS developed the OIICS to provide a set of procedures for selecting and recording facts related to an 
occupational injury or illness. BLS developed the coding scheme for use in the Census of Fatal Occupational 
Injuries and the Survey of Occupational Injuries and Illnesses. The five characteristics included in OIICS are: 
nature of injury or illness which describes the physical characteristics of the injury or illness; part of body which 
identifies the part of the body directly affected by the nature; source which identifies the object or substance that 
directly inflicted the injury or illness; event or exposure which describes the manner in which the injury or illness 
was inflicted by the source; and secondary source which identifies the other object or substance that contributed 
to the event or exposure. 


Part of body affected. 
Directly linked to the nature of injury or illness cited, such as back, finger, or eye. 
Privacy concern cases. 
The following types of injuries or illnesses are privacy concern cases: 
1. an injury or illness to an intimate body part or to the reproductive system; 
2. an injury or illness resulting from a sexual assault; 


3. a mental illness; 
4. a case of HIV infection, hepatitis, or tuberculosis; 


5. a needlestick injury or cut from a sharp object that is contaminated with blood or other potentially 
infectious material; and 


6. other illnesses, if the employee independently and voluntarily requests that his or her name not be entered 
on the log. 


Recordable injuries and illnesses. 


Recordable cases include work-related injuries and illnesses that result in one or more of the following: death, loss 
of consciousness, days away from work, restricted work activity or job transfer, medical treatment (beyond first 
aid), significant work-related injuries or illnesses that are diagnosed by a physician or other licensed health care 
professional (these include any work-related case involving cancer, chronic irreversible disease, a fracture or 
cracked bone, or a punctured eardrum); additional criteria include any needle-stick injury or cut from a sharp 
object that is contaminated with another person’s blood or other potentially infectious material, any case requiring 
an employee to be medically removed under the requirements of an OSHA health standard, tuberculosis infection 
as evidenced by a positive skin test or diagnosis by a physician or other licensed health care professional after 
exposure to a known case of tuberculosis. 

Respiratory condition due to toxic agents. 
Examples: Pneumonitis, pharyngitis, rhinitis or acute congestion due to chemicals, dusts, gases, or fumes; 
farmer's lung. 

Restricted work activity. 


Restricted work activity occurs when, as the result of a work-related injury or illness, an employer or health care 
professional keeps, or recommends keeping, an employee from doing the routine functions of his or her job or 
from working the full workday that the employee would have been scheduled to work before the injury or illness 
occurred. 


Sample. 

A subset of a universe; usually selected randomly and considered representative of the universe. 
Sample frame. 

A listing of all units in the universe from which a sample can be drawn. 
Sampling cell (strata). 

The parts into which the sampling frame is partitioned, for the purpose of stratified sampling. 
Service-providing industries (North American Industry Classification System). 


Includes trade, transportation, and utilities; information; financial activities; professional and business services; 
education and health services; leisure and hospitality; other services. 
Source of injury or illness. 


The object, substance, exposure, or bodily motion that directly produced or inflicted the disabling condition cited. 
Examples include lifting a heavy box; exposure to a toxic substance, fire or flame; and bodily motion of an injured 
or ill worker. 


Standard Industrial Classification (SIC) system. 


The SIC system has been used throughout the Federal Government to group establishments into industries. The 
SIC system is being gradually replaced by the North American Industry Classification System (NAICS). 


Standard Occupational Classification (SOC) system. 


This system is used by Federal statistical agencies to classify workers into occupational categories for the purpose 
of collecting, calculating, or disseminating data. All workers are classified into one of over 820 occupations 
according to their occupational definition. To facilitate classification, occupations are combined to form 23 major 
groups, 96 minor groups, and 449 broad occupations. Each broad occupation includes detailed occupation(s) 
requiring similar job duties, skills, education, or experience. 


Summary. 


The summary form shows the work-related injury and illness totals for the year in each category. 
Symptoms, signs, and ill-defined conditions. 


This division classifies symptoms, signs, or abnormal results from laboratory or investigative medical tests or 
procedures. It includes those ill-defined conditions that cannot be classified elsewhere. 


Systemic diseases and disorders. 
This division classifies toxic and non-toxic disorders affecting systems of the body. 
Temporary help agency. 
Establishment primarily engaged in supplying workers to client businesses for limited periods of time to 


supplement the work force of the client; the individuals provided are employees of the temporary help service 
establishment, but these establishments do not provide direct supervision of their employees. 


Traumatic injuries and disorders. 


This division classifies traumatic injuries and disorders, effects of external agents, and poisoning. Generally, a 
traumatic injury or disorder is the result of a single incident, event, or exposure. 


Universe. 


The total number of units (for example, individuals, households, or businesses) in the population of interest. 
Unpaid family workers. 


Persons who work without pay for 15 or more hours per week on a farm or in a business operated by a member 
of the household to whom they are related by birth or marriage. 


Wage and salary workers. 


Workers who receive wages, salaries, commissions, tips, payment in kind, or piece rates. The group includes 
employees in both the private and public sectors. 


Work environment. 


The physical location, equipment, materials processed or used, and the kinds of operations performed by an 
employee in the performance of his or her work. The work environment includes the establishment and other 
locations where one or more employees are working or are present as a condition of their employment. 


Work-related injury or illness. 


An injury or illness is considered work-related if an event or exposure in the work environment caused or 
contributed to the condition or significantly aggravated a preexisting condition. Work-relatedness is presumed for 
injuries and illnesses resulting from events or exposures occurring in the workplace, unless an exception 
specifically applies. 


Work relationship. 


An employee must have had a verifiable work relationship with his or her employer to be included in the Census of 
Fatal Occupational Injuries. A work relationship exists if an event or exposure results in fatal injury or illness to a 
person under the following conditions: 1) ON the employer's premises and the person was there to work; or 2) 
OFF the employer’s premises and the person was there to work, or the event or exposure was related to the 
person's work status as an employee. The employer’s premises include buildings, grounds, parking lots, and other 
facilities and property used in the conduct of business. Work is defined as legal duties, activities, or tasks that 
produce a product as a result and that are done in exchange for money, goods, services, profit, or benefit. 


